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\^v£RICE 11.51' PER YEAR 


Men’s Felt Shoes at Spoener’s 
fl.90. 


holding their weekly lodge on that 
night; so the proprietors of, the 
Richardson Hall very kindly offered 
that building for the purpose. 

As this is an innovation as far as 
Vulcan is concerned, it is neverthe¬ 
less an idea with which a great 
many of the people from the Hast 
and the Old Country are familiar? 
and a large attendance is anticipated 

The service will commence at 
half-past eleven, and will last until 
shortly after twelve, just long 
enough to see the New Year in. 


Two little adventurers, aged 
about six and seven years respec¬ 
tively, paid Vulcan an unexpected 
visit on Tuesday evening last. How 
it all happened is like this : They 
are the sons of a Mr. and Mrs. Mc¬ 
Nulty, who live in the Kipp dis¬ 
trict. Mr. McNulty is employed 
on the railroad, and Mrs. McNulty, 
having departed for Vancouver to 
spend Christmas with her mother, 
taking with her her daughters, the 
2 adventurers were hauded over to 
the temporary care of an uncle who 
resides a distance of about four 
miles out of the tow-n of Kipp. 

The 3 ’oungyters, evidently mean¬ 
ing to enjoy themselves, did some¬ 
thing or other which gave rise to 
a difference of opinion between 
themselves and their guardian,' 
with the result that the two boys 
decided to leave him, go to Van¬ 
couver and look up mother and 
sisters. 

With this laudable aim in view, 
they walked the four miles or so toi 
the depot and boarded the north¬ 
bound trai,n quite irrespective of 
the fact that they had not the 
wherewithal to pay for the tickets. 
The conductor, finding them 
aboard, wired up to Vulcan to 
have the Mounted Police officer 
meet them and institute enquiries. 
The phone between here and the 
south was set in operation with the 
result that the people at the other 
end were set at rest regarding the 
missing ones. On the arrival of 
the train the two youngsters came 
under the wing of official protec¬ 
tion and were taken to the barracks 
for the pight. 

Next morning they were placed 
under the care of the conductor of 
the south bound train and sent 
back to tHe place from whence they 
came, seemingly very well plensed 
with themselves, having no doubt 
enjoyed their little escapade. 


Mr. Frank Wilson was a Christ 
mas visitor to Cayley. 


^General Stock of N Balding 
Materials, Pumps, Wind- 
- mills, Tubings and 
Gas Engines. 

FLOUR AND FEED 


The juvenile population of Vul¬ 
can is certainly greater than one 
would imagine at random. There 
Were about one hundred and seven¬ 
ty children to claim the attention 
of Santa Claus this year, and the 
genial old gentleman had a busy 
time in the-gift business. 


We have a Half-section for Sale on Crop 
Payment Plan Absolutely Choice Land, 
nearly all under cultivation, with first- 
class improvements, good house, barn, 
well and windmill. 

This is an opportunity which should be 
snapped at once. Call on us at once if 
you are desirous of securing a first-class 
piece of land on the easiest terms. 


The Christma, Tree entertain¬ 
ment at Berrywater school was an 
interesting affair. Miss Lebey, the 
teacher in charge, is to be congratu¬ 
lated on the Success os the event. 
After the entertainment a dance 
and supper was enjoyed. 


B. R. Lommatzch 


The School Concert and Christ¬ 
mas Tree which was held in the 
Shimp Hall on Tuesday evening 
last, December 23rd, was a decided 
success. 

The large building was packed 
with people long before the enter¬ 
tainment started, and at eight 
o’clock the children began to give 
the best programme which they 


PETER TERRY 

BUILDER 


Mr. and Mrs. R. B. Smith, of 
Elbow Park. Calgary, were in Vul-, 
can for the Christmas holidays as 
guests of Mr. and Mrs. A. G. 
Spooner. 


Carpentering in all its 
branches. 

Estimated Carefully Prepared. 
All Wqrk receives t Special 
Attention. 


ARTHUR MITCHELL & CO. 

The Reliable Real Estate, Loan and Insurance Agents 

Vulcan - - Alta. 


Twenty per cent, discount off 
Sweaters at Spooner's. 


^Giving your money to such a 
cause as the Christmas tree is one 
of the few occasions when you don’t 
get a receipt on paper. But if you 
were at the school concert you got 
w'Bat was just as good when you 
saw the amount towards which you 
had contributed. 


Vulcan, Alta 


Have Some Music in Your Home 

Furnished by a 

Columbia Graphophone ! 

ot a 

Victrola Gramophone | 

A supply of catchy music in stock. List of records on j 
application. 


Dainty Domestics,” being given 


in costume. 

The senior boys had the songs Jo 
arouse the laugh, and there they 
1 1 " r ' *sr their "Sneezing 
The Tall, Tod Hat” 


The Vulcan Oddfellows are 
planning a big evening for New 
Year’s eve. The special work for 
that evening is the initiatory de 
gree. After the work of the Lodge 
a banquet will be held among the 
members for the purpose of seeing 
the Old Year out and the New Year 
in. 


Men’s Fleece-lined Underwear, 
85c. a suit, at Spooner’s. , 


didn’t fail 
Song,” anc 
were given in great style. 

Elizabeth -McLituent gave a 
pleasing recitation entitled “Old 
Christmas. 

But it would be difficult to say 
that the junior children did not do 
as well as the older ones, for the 
numbers which they gave, “Chat 
and Chant,” and 'Babies’ troubles' 
were very good ipdeed. Iu the 
iutter niece the irnle -* i »s who told 

. . 0»*A -.-H. 

their troubles, Chrissm Allen £2* 
Laura Terry, were really excellent. 
The choice assortment of "Mixed 
Pickles” were a laughable lot. 
After the miscellaneous part of the 
programme came the cantata en¬ 
titled "Soot and the Fairies” in 


Mr. Herbert England visited at 
.Claresholm for Christmas. 


Mr. Charles Hay of' Vulcau was 
a Christmas visitor tp Macleod. 


Born, on December 13th, to Mr. 
and Mrs. John VV. H. Bond, of 
Vulcan, a daughter. 


Mr. Arnold Jones was in the 
Nanion district over Christmas, 
spending the holiday with friends 
in th-t vicinity. 


Mr. and Mrs. F. A. Elves and 
Mr. R. L. Elves were over at Cay¬ 
ley for Christmas, spending the 
holiday with relatives. 


Mr. J. Fream 


On Monday evening last a meet 
ing was held in the Oddfellows’ 
Hall for the purpose of starting a 
skating rink. The meeting was 
called by the Vulcan Athletic As¬ 
sociation, who, having funds in 
hand, were desirous of getting a 
rink in town. 

It was decided to have a rink 
75x115 feet, and the location de¬ 
cided upon, if the permission of the 
owner of the lots could be obtained, 
was at the back of the hotel. 

A committee was formed, the 
members being Messrs Spooner, 
Torgisson and- Walker, who were 
to see the owner of the lots, Mr. 
Mutz, and see what arrangements! 
could be come to in regard to the 
lots. 

Since the meeting, the commit¬ 
tee have been busy with their work j 
with the result that Mr. Mutz has \ 
been approached, and he has kindly j 
consented to the lots being used for 
the purpose of the rink', and he has 
to the committee a 


The excavations for the new 
Bank of Commerce building have 
been commenced, * and building 
will go on as quickly as possible. 


Mr. Wolfe, of the firm of Wolfe 
& Pettman is at present on a visit 


Orders Prompty Attended To 

When you require coal, mail your order direct, or leave it 
at The Advocate Office. 2-ton lots, $5.00 per ton delivered to 
Vulcan or Champion. This coal sold for $3 a ton at tlie Reid 
Hill Collieries, miles south of Reid„HiIl Store. 


to Vancouver, B. C., until the be 
ginning of the new year. 


Mr. and Mrs. John A. Smith of 
Vulcan left on Tuesday njorning 
last on a prolonged visit to the 
United States, intending to 
tour round the Western States, 
with Seattle as their first call. Mr 
Smith informs us that this is his 
first holiday in nine years, and now 
that it has arrived he is going to 
make it a good one, an intention 
which we believe Mr. Smith is 
fully capable of carrying out. Mr. 
and Mrs. Smith are expecting to be 
away for about two months. 


Mr. G. W. Douglas, a brother to 
Miss Douglas, of the post office, 
has arrived from Eckbatn, North 
Dakota, to spend the Christmas 
holidays here. 


Reid Hill Collieries 


Mr. Herman Reed went up to 
Calgary on Tuesday evening last, 
for the purpose of spending Christ¬ 
mas in that city. 


Mr. Arthur Mitchell and Mr. R. 
L. Elves; of Vulcan, are mentioned 
in the Alberta Gazette as official 
auditors for 1914. 


also loaned 
building, which was used as a car¬ 
penter shop, for the purpose of a 
dressing room. 

Having made such headway, tlie 
erection of the rink is being pro¬ 
ceeded with, two men having been 
put on the job. Thtf rink is to be 
an open-air affair, fenced in and 
well lighted. 

There is sure to be a good dea 
of patronage for the rink when once 
it gets started, as it is a thing that 
was asked for last season, and the 
promoters ought to have no doubt 
as to its being a paying concern. 


The amount which was subscrib¬ 
ed by the people in and arQund 
Vulcan for the annual Christmas 
tree was in the neighborhood of 
one hundred dollars—a very credit¬ 
able amount, which all went to 
giving happiness to the little ones 
for whom Christmas time is the 
festival of the year. 

The amount of time and labor, 
expended by those who are so kind 
as to see that this money is proper-’ 
ly spent, go through the *ist of 
names, in order that every child 
may get a present and one suitable, 
and engineer the business general¬ 
ly, are deserving of the thanks of 
everyone. 

The amount of work which has 
been done this year iu order to 
make the Tree and the Concert 
a success has been very much more 
than the outsider would think, but 
the labor was well rewarded wheu 
it was seen that so great airiamount 
of pleasure could be given to all, 
both participant and spectator. 


Vulcan Livery 

Auto and Bugsy 

Peed and Sale Stable 


The sale of horses which should 
have taken place at Messrs. Dodd’s 
Livery Barn, on Tuesday, Decem¬ 
ber 23rd, has been postponed until 
Saturday, January 10, at 2 o’clock. 
Look up the advertisement. • 


A wedding of interest to many 
Calgarians Was celebrated in Knox 
Church on Christmas day, when 
Miss Cora McKay, daughter of Mr. 
Wm. McKay, of Mirito, Dakota, 
and niece of Hon. A. J. McKay, of 
Edmonton, was united in marriage 
to Mr. L. C. Jackson, manager of 
the Merchants Bank, of Munson. 

| The bride was married fti her 
travelling suit of golden-brown 
cloth, with hat to match, and wore 
the bridegroom's gift, a necklace 
set with diamonds, pearls and em¬ 
eralds, and a corsage boquet of 
English violets. 

After the ceremony, the party 
dined at the Rathskeller, where a 
sumptuous table had been specially 
prepared in the private dining 
room; which was daintily and pret¬ 
tily decorated for the occasion with 
ferns and lilies of the valley. 

The party consisted of Wm. Mc¬ 
Kay, father of the bride, Mr. and 
Mrs. A. Mitchell, and Miss Grace 
Jackson; of Vulcan ; Miss Jackson, 
of Banff, and Miss Laurina Jackson, 
of Calgary. 

The happy couple left ■ on the 
evening train for a trip to the coast 
after which they will make their 
home in Munson.—Calgary Al- 


Mrs. Morton, who had the res¬ 
taurant in the Shaw building, has 
removed to the premises lately oc¬ 
cupied by the Vulcan Meat Market 
where the restaurant will now be 
conducted. 


Mr. and Mrs. J. W. .Ross, and 
family, of Waldo, - B.C:, arrived in 
Vulcan, on Tuesday evening last, 
to spend the Christmas holidays at 
the home of Mr. and Mrs. D. C. 
Jones. Mrs. Ross is a sister of 
Mrs. Jones. 


New Year’s Eve, in Richardson’s 
Hall, the Vulcan Presbyterian 
Church will hold a watch-night 
service, to commence at 11:30. 

The service is the Result of de¬ 
sires expressed by certain of the 
Presbyterian congregation, many 
people being in favor of tme custom 
of the midnight service, for the 
purpose of seeing the old year out 
and the new year in. When ap¬ 
proached on the subject, the Rev. 
D. K. Allen expressed his delight 
at the idea of the demand, and 
promised t6 do all in his power to 
get the service held. 

It was found impossible to hold 
it in the Oddfellows’ hall on ac¬ 
count of the Odd-fellows themselves 


Agents for the 


And the famous PRESTO Light Tank 
REPAIRS AND ACCESSORIES 


Mr. and Mrs. Mitchell and Miss 
Jackson, were in Calgary on Christ¬ 
mas day to attend the wedding of 
Mr. L. E. Jackson, brother of Mrs. 
Mitchell, who was married at the 
Knox Church on that day. /■ 


The Lethbridge Herald says that 
an interesting sidelight on the 
problem of Imperial emigration is 
presented by the increasing num¬ 
ber of Canadians and Americans 
who are emigrating to Australia. 
According to dispatches to London 
from Sydney, N.S.W., on Decem¬ 
ber 22nd, fifty-five Western Cana¬ 
dian farmers have arrived, and are 
on the way to the Victorian Irriga¬ 
tion settlement. 


Mr. and Mrs. R. K. B. Knowles 
are entertaining Mr. Ralph Dougall, 
over the Christmas holidays. Mr. 
Dougall is the head engineer of the 
Bankhead mines, Bankhead, Alta. 
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table, lifting the blankets that had 
trailed off the couch on to the floor.. 
Some one outside tried the doorknob^ 
and, finding the door locked, shook It 


KITCHENER IN TEARS 


At '.Hu I. ivies 

Good Joke on my niotheria-law; 
haven't 'topped laughing yet! remark¬ 
ed the mau at the club chatting over 
the cards. 

What was it? Spring It so that we 
i can laugh too, said his frieno, arrang¬ 
ing Uls tr. mps. , 

Well, you " now, my wife'* mother 
llveh out in the country, and never, 
visits the city. * Also she is getting 
somewhat deaf. We took her to a, 
moving picture theatre thru other 
night, and when we came out shS-was 
very silent. When we got home ^Tvb 
asked her how she liked the show. 
Well, she said, I reckon them actors 
did their parts right enough, hut I 
must be getting awfully deaf. 1 
couldn't hear a word they said. 

They were speaking of mixed condi¬ 
tions along various lines the other 
night when a well-known baseball 
magnate was reminded of an Incident 
In a Gotham cafe. 

Some time since, according to the 
story told by the magnate, a prosper¬ 
ous looking party rambled Into the 
cafe in question and ordered a sub¬ 
stantial dinner. 

When tire layout finally arrived the 
diner gave It a critical examination, 
and then imperatively called the wait¬ 
er. 

Look here, waiter! he exclaimed In 
a large-sized voice, do you remember 
what I ordered just now? 

. Yes. sir. answered the waiter, glanc¬ 
ing from the man to the hash layout, 
you ordered spring chicken and ’71 
port, sir. 

Exactly, responded the diner. In a 
cold, cruel voice, and you have brought 
.me spring port and '74 chicken. 


slightly. 

Fleming! s he called under his 
breath, Fleming!' 

We were silent in response to a sig¬ 
nal fjom Hunter, and the steps re¬ 
treated heavily down thb hall. The 
detective spread the blankets decently 
over the couch, -nd the three of us 
1 moved the body there. Wardrop was 
almost collapsing. 

Now Hunter said quietly, what do 
you know about thlc thing, Mr. Ward¬ 
rop? 

Wardrdp looked dazed. 

He was In a bad way when I left 
this morning, he said huskily. There 
lBn’t much use now trying to hide 
anything. God knows I’ve done all I 
could. But he has been using co¬ 
caine for years, and today he ran out 
of the stuff. When I got here about 
half an hour ago he was on the verge 
of killing himself. I got the revolver 
from him He was like a crazy man, 
and as soon as I dared to leave him 
I went out to try to find a doctor. 

To get some cocaine? 

Yds. 

.Not because he was already wound¬ 
ed and you were afraid It was fatal? 

What’s the use of lying about it? 
said Wardrop wearily. You won’t be¬ 
lieve me If I tell the truth, either, but 
he was dead when I got here. I 
heard something like the hang of a 
door as I went upstairs, but the noise 
was terrific down below, ami I couldn't 
tell. When I went in he was just 
drooping forward, and— He hesitated. 

The revolver, Hunter queried, lynx 
eyed.. 

Was In his hand. He was dead 
then. 

Where is the revolver? , * 

T will turn It over to the coroner. 

You will give It to me, Hunter're- 
ldled sharelv. And after a littlo 
fumbling Wardrop produced It from 
his hip nocket. It was an ordinarv 
thlrtv-elght. The detective opened It. 
Two ehamherr were empty. 

And you waited, sav ten minutes be¬ 
fore you called for lielo. and even then 
vnu went outside hunting a doctor, 
ww. were you doing in those ten min-’ 
utes? 

Wardrop shut Ills lips and refused 
to renly. 

If Mr. Fleming shot himself, the de¬ 
tective pursued relentlessly, there 
would be nowder, marks around the 
wound Then too, he was In the act 
of writing a letter., It was a strange 
imnulse, this. You seo, he had only 
written a dozen words. 

1 glanced at the paper on the ta¬ 
ble. The letter had no superscription. 
It began abruptly: 

I shall have to leave here. The num¬ 
bers have followed me. Tonight— 

That was all. 

This Is not suicide. Hunter said 
gravely. It is murder, and I warn 
you, Mr. Wardrop, to be careful what 
you say. Will you aBk Dr. Gray to 
come In, Mr. Knox? 

I went across the hall to the room 
where the noise was loudest. Dr. 
Gray was opening a can of caviar at a 
table In the corner and camo out in 
response to a gbsture. 

Fleming! be said. awed, as he look¬ 
ed down at the body. Fleming, by all 
that’s sacred—and a suicide! 

How long has he been dead? Hunter 
asked. 

Not-an hour—probably less than 
half. It’s strange we heard nothing 
across the hall there 

Hunter took a clean folded handker¬ 
chief from his nocket and opening it. 
laid it gently over-the dead face. The 
doctor got up fr ' his kneeling pos¬ 
ture beside the couch and looked at 
Hunter inquiringly. 

What about getting him away from 
here? lie said. There is sure to bo a 
lot of noise about It. and you remem¬ 
ber when Butler killed himself hero? 

He was reported as being found 
dead in the lumber yard. Hunter said 
drvly. Well, doctor, this body stavs 
where it Is. and I don’t give a whoon 
If the whole city government wants it 
moved. It won’t Le. Thl is mur¬ 
der not sult'de. 

The doctor's expression was cur¬ 
ious. - • 

Murder! he repeated. Why—who? 

But Hunter had many things to at¬ 
tend to. He broke in ruthlessly. 

See If you can get the house empty, 
doctor. Just tell them he is dead. 
The story will get out soon enough. 

The window gave me an idea, and 
I went over and tHed to see throng 1 ' 
the steaming pane. There was no 
shed or low bulding outside, but not 
five vards awav the warehouse show, 
ed Its ugly walls and broken win¬ 
dows. 

Look here. Hunter, I said, why 
could he not have been shet front the 
warehouse? 753 

He could hfi7e been, but he wasn't. 
Hunter affirmed, glancing at Ward- 
rou’s droopiug figure. Mr Wardron 
I am going to send for the coroner 
and then T shall ask you to go with 
me to the office and tell the chief 
what you know about this Knox, will 
you trlenhone to the edroner? 

Tn an incredibly short time the club 
house was emptied, and before 'mid¬ 
night the coroner arrived and went up 
to the room. I sat in the deserted 
room downstairs and tried to think 
how I was to take the news to Marg¬ 
ery 

At 12."0 Wardrop Hunter and the 
coroner came downstairs, leaving a 
detective in charge of the body until 
morning, when it could be taken home. 
The coroner had a cab waiting, ami 
he took us at oree to Hunter's chief. 
He had not gono-to bed. nnd we filed 
into his library gepulcharnlly.- 

Wardrop told Ills story. Tho chief 
occasionally asked a question. The 
coroner, who was yawning steadily, 
left in tho middle of Wardrop’s story 
c-i if in his mind, at least, the guilty 
man was as good us hanged. 

(To bp Continued! • 


cold, unemotional man he is repre¬ 
sented to be. In action he certainly 
is, as the late O. W. Stevens put it, 
‘A brain working in a box of ice.’ But 
he can shed tears. 

Once In the final jgpudan Campaign 
whe® sudden and ' torrential rains 
swept away the labor of months, he 
broke dojvn, wept, and like Job, ask¬ 
ed'why he should be thus afflicted. 

Again, in the final scene at Khar¬ 
toum, when a thanksgiving service 
was held, the tears rolled down his 
face, and he made no effort to hide 
them.; 

At-the Durbar there appeared 200 
old men, all that was left of the Se¬ 
poys who remained loyal In the Mu¬ 
tiny, to be reviewed by the Duke of 
Connaught and the- Viceroy. Lord 
Kitchener, of course, was there, and 
ho gazed In Bllence at the lino of 
quavering veterans. 

Then he turned to a brother-officer 
of high rank and said: I say. old chap, 
let’s give these men a cheer!. All re¬ 
sponded to the call, and a moment lat¬ 
er it was seen that the tears were 
standing In Lord Kitchener’s eyes. 


livery cay and the surprising 
truth is that most cases are pre- 
ventabje vK'ith timely, intelligent 
treatment. 

These appalling facts should warn 
US that after sickness, colds', over¬ 
work or any other drains upon 
strength, Scott’s Emulsion should 
be promptly and regularly used be¬ 
cause tubercular germs thrive only 
in a weakened system. 

The tested and proven value of 
Scott's Emulsion is recognized by 
the greatest specialists because its 
medical nourishment assimilates 
quickly to build healthy tissue; 
aids in the development of active, 
life-sustaining blood corpuscles; 
strengthens the lungs and builds 
physical force without reaction. 
Scott’s Emulsion is used in tuber¬ 
culosis camps because of its rare 
body-building, blood-making prop¬ 
erties and because it contains no 
alcohol or habit-forming drug. 
Be sure to insist on Scott’s. ■» 

Scott ti Bownr, Toronto, Ontario. 


By Mary Roberts Rinehart 

(Copyright) 


(Continued) 

Wardrop appeared. He ran down 
the painted stairs and hurried through 
the room without looking to right or 
left. The piano kept on and the men 
at the tables were Mill engrossed with 
their glasses and one .mother. Ward¬ 
rop was very pale. He bolted into a 
man at the door and pushqlf him, aside 
without ceremony. ■ . 

You might go up now, Iruntei^said, 
rising. I will see where the y6ung 
gentleman Is making for. Just open 
the door of the different rooms up¬ 
stairs,' look arouud for Fleming, and 
If any one notices you ask It A1 Hun¬ 
ter Is there. That will let yen out. 

The third door I opened was that of 
a dingy bathroom. The next, however 
was different. The light streamed out 
through the transom as in the other 
rooms, but there was no noise from 
within. With my hand on the door. I 
hesitated, then I opened it and looked 


Stone Blind 

Proudly he walked up to his be¬ 
trothed and drew from his pocket a 
small morocco caso. Opening it, he 
took out a ring—a single diamond— 
and placed It on her tapering finger. 

She looked at it. 

It’s very small; she said, and not 
very brilliant, either. 

Poor fellow! His Bmlle vanished; 
but quickly recovering himself. 


laughed and said: 

Ah, sweetheart, but love is blind! 

Raising her limpid eyes to his, she 
said: ' 

Yes, dear; buf not stone blind. 

Briggs—You must liave a lot of'trou¬ 
ble keeping your wife dressed up in 
the height of style. 

Griggs—Yes. but it’s nothing to the 
trouble I’d have if I didn't 


Trembling Cities 

The heavy traffic near St. Paul’s 
London, has shaken and cracked the 
columns of the cathedral so seriously 
that the Government la considering 
how the vibration can bo lessened. 

All large cities, however, are in a 
constate state of vibration. In places 
like London, Manchester, and Birm¬ 
ingham there is not a square inch of 
soil that is perfectly still. In some 
largo towns It has been found necess¬ 
ary to Insist on iron drainage pipes 
being used Instead of earthenware 
ones. Though embedded in concrete, 
the average earther.ware drainage 
pipe lasts only a few weeks uncrack¬ 
ed. 

Some months ago Professor Ingle- 
ton experimented In different parts of 
London with a seismometer—the in¬ 
strument use * for measuring earth 
quakes. He found that though the 
trembling of tho earth was naturally 
less In the suburbs than In the City, 
and between 1 a.m. and 6 a.m. than 
at other parts,of the day, the constant 
vibration was such as to make a seis¬ 
mometer in Loudon useless for its 
real purpose of registering far-distant 
earthquake shocks. 

Of recent years there has been some 
talk of finding a fresh site for Green¬ 
wich Observatory, owing to the vibra¬ 
tions set up by the London traffic. 


A breath of cool night air from an 
open window met me. There was no 
noise, no' rmoke, no sour odor of stale 
beer. A table had been drawn to the 
centre of the small room and was lit¬ 
tered with papers, pen and Ink. At 
one corner was a tray containing the 
remnants of a : -eal, a pillow and a 
pair of blankets on a couch at one side 
showed the room lad beer, serving 
a a bedchamber. * / 

;At the table, leaning forward, his 
head on.his arms, was a man. I 
coughed and receiving no answer, 
stepped Into the room. 

I v eg your pardon, I said, but I 
am looking for— 

Then the truth burst on me, over¬ 
whelmed me. A thin- stream was 
spreading over the papers on tho 
table, moving riowly, sluggishly, as is 
the way with blocd when tho heart 
pump Is stopped. I hurried over and 
raised the heavy, wobbling, gray head. 
It was Allan Fleming, and he had been 
shot through the forehead. 

My first impulse waa to rous • thp 
house, my second to wait for Hunt or 
To turn loose that mob of half drunk- 
men in such a place seemed profan¬ 
ation. Fleming had been our key to 
the Bellwood affair, and he had put 
himself beyond helping to solve any 
mystery. I locked the door and Btood 
wondering what to do nqxt. I had 
Been enough of death to know that the 
tnan was beyond aid of any kind. 

It was not until I had bolted the 
door that I discovered the absence of 
any weapon. Everything that had 
gone before bad pointed to a position 
so untenable that suicide seemed Its 
natural and inevitable result. With 
the discovery that there was no revol¬ 
ver on the table or floor the thing was 
more ominous. I decided at once to 
call the young city physician In the 
room across the ball and, with some¬ 
thing approximating panic, I threw 
open the door—to face Harry Wardrop 
and, behind him. Hunter. 

I do not remember that any one 
spoke. Hunter Jumped past me into 
the - room aud took in In a single 
glance what I had labored to acquire 
in three minutes. As Wardrop came 
In Hunter locked the door behind him 
and we three stood staring at the pros¬ 
trate figure over the table. 

I watched Wardrop. I have never 
seen so suddenly abject picture. 
Every particle of color left his face 
and he was limp, unnerved. 

Did you hear the shot? Hunter ask¬ 
ed me. • It has been a matter of 
minutes since It happened. 

I don't know, I said, bewildered, I' 
heard a lot of explosions, but I 
thought It was an automobile oUt in 
the street. 

Hunter was listening while he ex¬ 
amined the room, peering under the 


Domestic Economy 

Father was of an economical turn 
of mind, and bated extravagances with 
all his heart. He’. 4 since the earlier 
days tried to instil Ideas of a similar 
nature into the brain of his small son 
aged eight. 

His grief was terrible to see when 
ono day he came upon the budding 
economist stuffing himself with n 
slice of bread generously covered with 
a layer of butter which whs surmount¬ 
ed by a young mountain of jam. 

My boy, aid lie sadly, though se¬ 
verely, surely you do not realize 
what' you are doing; yet you ought 
by now, to comprehend the wicked ex¬ 
travagance of eating butter and jam 
together. 

Why, I’m being most economical, 
father! replied the young hppeful. 
Don’t you see that I’m making tb* 
same slice of bread do for bolh? 


An amusing scene was witnessed In 
a Cincinnati machine shop recently on 
the occasion of the retirement after a 
service of thirty years, of a valued 
and faithful employee. In considera¬ 
tion of his long and faithful service, 
the company had arranged to give 
him a monetary recognition, and it 
fell fo the lot of the superintendent, a 
German, to make the presentation 
speech. This is how he did it: 

Gustave, you have vorked for dis 
company over thirty years, yps? 

A bow from the expectant recipient 
of the purse. 

Und you are going to quit, yos? 

Another and lower how. 

Veil, Gustav, dar company Is so glad 
of It dot I had been asked to hand you 
dese hundred dollars. 


Baby’s Own Tablets are the very 
best medicine a mother can give her 
little ones. They sweeten the stom¬ 
ach, regulate the bowels, break up 
colds', promote healthful sleep — In 
fact they *.re a cure for all minor Ills 
of little ones. Tho mother may feel 
absolutely safe in giving them to her 
children for they arc guaranteed by a 
government analyst to be strictly free 
from all injurious drugs. The Tab¬ 
lets are sold by medicine dealers or by 
mail at 25 cents, a box from The Dr. 
Williams’ Medicine Co., Broekvllle, 
Ont. / „ 


Tither aWy Would Do 

It would be nice If everything one 
touched turned--to gold, wouldn’t it? 
asked the dreamer. 

Yes: or -if everyone one 


_ _ . ..._ _ touched 

turned over gold, suggested the dead- 


MinarH’s Liniment Cures Garget In 
Cows 

Uncle Josh Wimlh 


They soothe Excited Nerves.—Ner¬ 
vous affections are . usually attribut¬ 
able to defective digestion, as the 
stomach dominates the nerve centres. 
A course of Parmelee’s Vegetable Pills 
will still all disturbances of this char¬ 
acter. and by restoring the stomach 
to normal action relieve the nerves 
from Irritation. There is no sedative 
like them and in the correction of Ir¬ 
regularities of the Uige tlve processes, 
do preparation has done so effective 
work, as can be testified to by tho* 
sands. „ 


. .—less and wife from 

Posey countv. Indiana, took a trip to 
Chicago. They were walking up 
State street, holding hands. After 
they had butted their way through the 
erowd for about six blocks. Joslah 
said. Samanthy Hickins, quit your 
pulling back, and come on. She said: 
I.will not go another step'till the 
crowd’ gets by. After waiting for 
about two hours. Joslah said it was 
the longest procession he ever saw. 


A Tip for Him 

The Preacher—Do you know where 
little boys go who fish on Sunday? 

Tho Kid —Yos, sir; all us kids 
around here go down ter Smylie's 
crick bqjow thd bridge. ■ 


Do you believe that money has 
germs on 11? 

It may have. 

What in the world shall be do? 

Don’t worry: It would take a mighty 
active-germ to hop from the money 
to you during the short time that you 
keep what you get. 


Well, my son. said a good-natured 
father to an eiglit-year-old, son the oth¬ 
er night, what have you done today 
that may he set down as a good deed? 

Gave a poor boy a penny, replied 
the hopeful. 

Ah, ah, that was charity, and char¬ 
ity is always right. He was an or¬ 
phan hoy, was he? 

I didn’t stop to ask, replied the son. 
I gave liim the money because he was 
going to lick me for upsetting his 
school bag. 


A well-known violinist Is the father 
of two lovely and intelligent children. 
The other day he overheard a conver¬ 
sation between the two in which they 
were trying to recall the first names 
of all the great opera singers. What 
is Cruso's first name? he* heard the 
ycunger ask. Don't you know? re¬ 
plied the other in a disgusted tonfc 
Why, it's Robinson, of course! 


One Advantage 

There’s one consolation about the 
present drama. 

And what’s th_t? 

When I get old and am a grand¬ 
mother I. ddn’t believe my grand¬ 
children wilj he able to take me to 
a play 'thaP'wilXjhock me. 


The Way Lots do It ' 

A famous clergyman tells or a lay; 
preachers’ conference In which a vet/ 
eran described Ills method or sermon 
preparation. \ 

1 take my text, he said, and divide 
my sermon Into three parts. In tlie 
first part I tell ’em what I’m going to 
tell ’em. In the second part—well, 
I tell ’em. In the third part I teti 
’em what I’ve told ’em. 


State of Ohio, city of Toledo, I as ** 
I.ucos County. \ 

Frank J. Cheney makes oath that hs 
Is senior partner of the Ann of F. J. 
Cheney & Co., doing business In the City 
of Toledo, County and State aforesaid, 
and that said -irm will pay tho sum of 
ONE HUNDRED DOT,I,ARS for each 
and every cast of Catarrh that cannot 
bo cured fiy thb use of HALL'S 
CATARRH CURB. ' 

FRANK J. CIIENET. 

Sworn fo before mo and subscribed 
In my presence, tills ’Uh day of Decem¬ 
ber, A.D. me. 

- (Seal) A. W. GLEASON, 

Notary Public 

Hall's Catarrh Cure is tnken Intern¬ 
ally and acts directly upon tho blood 
and mucous surfaces of the system* 
Send for testimonials, free.' 

F. J. CHENEY & CO.. Toledo, O. 

Sold by all Druggists, 7oo. 

Tako 1 tail’s Family Pills for consti¬ 
pation. 


-For Asthma and Catarrh—It Is one 
of Athe chief recommendations of Dr. 
Thiunas’yteclectrk Oil that It can be 
usecKipternally with as much success 
as it can outwardly. Sufferers from 
asthma and catarrh will find that the 
Oil when used according to directions 
will give immediato relief. Many 
sufferers from tlicso ailments have 
found relief In the Oil and hare sent 
testimonials. 


Minard's Liniment Cures Distemper. 


They tell me you’ve lost your liire:l 
man. 

Yep; best farm hand I ever had. 

Sho! What was the matter? 

Nothin’ John’s a German, you know, 
and these here Germans hev what they 
call tho wanderluGt. It’s somett-’ 
thet keeps ’em movin’ from one place 
to t’other, ah’ don’t let ’em stay long 
anywheres. 

That's queer, ain’t It? IIow long 
had John been with you? 

Only eleven years. 


Confession 

Ticket Collector (after heated argu¬ 
ment)—Wei), you’ll have to pay for 
him; he isn’t under three. 

Mother—No, but if he hadn't got 
a new suit on he’d be under the seat. 


Well, well, said Dr. Bighlll, as he 
met a former patient on the street, I’m 
glad to see you again. Mr. Brown. 
How arc you this morning? 

First doctor, said Mr. Brown cau¬ 
tiously, does it cost anything to tell 
you? 


Not so Classy 

First old Friend—Hello, old chap, 
how are you? 

Second O.F.—First class; how are 
you? ’ 

F.O.F.—Steerage. 


POnctured 

The attorney for the gas company 
was making . popular address. 

Think of the good the gas company 
has done! he cried. If I were per¬ 
mitted a pun, I would say. in the 
words of the immortal meet. Honor 
thq Light Brigade. w 

Voice of a consumer from the aud¬ 
ience. Oh, what a fcharge they made. 


Wife—Wretch! Show njo (hat let- 
ter! 

Husband—What letter? 

Wife—The ono in your hand. It’s 
from a woman. I can see by the 
writing, and you turned pale whoa 
you saw it. 

Husband—Yes. Here It is. Its 

your dressmaker’s bill. 


Those whom many men lave, dye 
young. 


WIFE wojq 

Husband Finally Convinced 


Some people are wise enough to try 
new foods aud beverages and then gen¬ 
erous enough to give others the benefit 
of their experience. A wife writes; 

“No slave in chains, it seemed to me, 
was more helpless than I, a coffee can- 
live. Yet there were innumerable 
warnings — waking from a troubled 
sleep with a feeling of suffocation, at 
times dizzy and out of breath, attacks 
of palpitation of the heart that fright¬ 
ened me. 

-(Tea is just as injurious as coffee 
because it contains caffeine, th-^ame 
drug found in coffee) 

“At last my nervous system was so 
disarranged that my physician ordered 
’no more coffee.’ I capitulated. 

’’Determined to give Postuui a fair 
trial I prepared it according to direct¬ 
ions on the pkg., obtaining a dark 
brown liquid with a ricli snappy flav¬ 
our similar to coffee. When cream 
and sugar were added, it war not only 


Tho first kiss Is always forced and 
unnatural. Kissing, like violin play¬ 
ing, requires much practice. 


Eczema for Three Years. Broke Out 
on Head in Scales. Itched and 
Burned Badly. Cuticura Soap 
and Ointment Cured. 


Teacher—Johnny, name the states. 

Johnny—Thcre’3 the state of Penn¬ 
sylvania, the state of New York, the 
stato of matrimony, tlie ■ state of the 
mind, and tho state of the weather. 


Women are not so coarse as men; 
they never tell you to go to the devil, 
they generally lead you there. 


Some people will accept a ride in a 
buggy*, aud no matter how steep the 
hill . how heavy the load, or how tired 
the horse, never think of getting out 
to walk a bit. Right there dey stick 
to the bitter end. This soars many a 
good-hearted driver. 

The Careful Waiter 

Gent.—Is there any soup on the bill 
of fare? 

Waiter—There was, sir, but I wiped 
it off. ' 


A Louisiana expert figures that by 
becoming a suffragetto a wqman re¬ 
duces her chances of marriage 50 per 
cent. This is the most subtle knock 
the cause has yet received. 


Harry—Why do you roll your own 
cigarettes? 

William—I must take some cxercire 
you know. 

If you would swat the fearsome fly. 
Oh, pray do not 
Attempt to swat 

Him when he’s on a custard pie! 


Lyons Brook, N, fl. — “I suffered with 
eczema for tbroo years. It started on my 
hands first In sores between my fingers and 

f all over the palms of my hand 
and fingers were big cracks. 
Then it broke out on my head 
in scales. It ’ itched and 
burned so badly 1 could not 
sleep. It was so itching and 
burning that 1 scratched and 
made sores and my halr eamo 
out awfully bad. 1 did not 
know what it was. 

"I was treated for a long time and It did 
not do any good, f gave un my work for 
• month hut as soon as 1 started dolnv my 
houso-Work again my hands got just as bad 

•a ever. 1 used two bottles of-und 

ft did not do any good. Ono day I rad 
about Cuticura Soap and Oiatmcnt and 
decided to try tbem. I sent for a sample 
and I u:.ed them till I saw It stopped tho 
Itching and burning, co I got three cakes of 
Cuticura Soap and a box or Cuticura Oint¬ 
ment and tnat cured me.” (Signed) Mrs. 
I*. J. McKoarney, May 27. lOl^t 

Not only are Cuticura Soap anil oTbwhent 
most valuable In the treatment of eczemas 
and other distressing eruptions of skin and 
scalp. but no other emollients do so much 
for pimples, blackheads, red, rough skins. 
Itching, scaly scalps, dandruff, dry, thin and 
falling hair, chapped hands and shapeless 
nails, nor do it so economically. Fold by 
druggists and dealers everywhere. Fcnn 
liberal free sample of each, with 32-p. book, 
•rad post-card to I’ottrr Drug & Cheat. 
Coro , Dept. D, Boston, U. 3. A. 


All a woman wants is to be wait- 


A girl fears Mrs Grundy. Then 
she marries Mr. Grundy. 


and ate them all, answered Pat. 


Brethren, some, things never can be 
put down in a land contract. You may 
fill a dozen sheets of paper and put In 
all the little points that can be known 
or mentioned, but hohesty of purpose 
In you or in your proposed tenant can 
not he written down. That is .a tiling 
of the heart, and if the heart is right 
you can leave a good deal out of the 
paper. , 


A Human Match Factoi 


good lyit delicious. 

“Noting its ben-'flclal effects In me 
the rest of- the family adopted it—all 
except my husband, who would not ad¬ 
mit that coffee l.urt him. Several 
weeks elapsed during which I drahk 
Postuui two . i three times, a day. 
when, to my surprise, my husband 
said: ‘‘I have decided t> drink Postuni. 
Your improvement is so apparent—you 
have such fine color—that I propose to 
glvo credit where <redit is due.’’ And 
now we are coffee-slaves. no longer.’’ \ 

Name given by Canadian Posture 
Co., Windsor, Ont. Read 'The I>oad 
to Wellville,” in pl:gs. 

Postum now comes In two forms: 

Regular Postum—must be boiled. 

Instant Postum is a soluble powder. 
A twtepoouful dissolves quickly In n 
cup of hot water and with cream and 
sugar, makes a delicious beverage In¬ 
stantly. Grocers sell both kinds. 

“There's a RenscV for Postum. 


The body contains phosphorus sufficient to make 483,000 matches. Phos¬ 
phorus is one of fourteen elements composing the body—divided among 
bones, flesh, nervous system and other organs. The perfect health of body 
requires a perfect balance of the elements. These elements come from the 
food we eat—the stomach extracts and distributes them. 

But if stomach is deranged—the balance of health Is destroyed and the 
blood does not carry the proper elements to the different organs, and there 
is blood trouble—nerve trouble—heart trouble. Pain Is the hungry cry of 
starved organs. Put the liver, stomach and oijans of digestion and nutri¬ 
tion into a condition of health. That is Just what is done by 
DR. PCTXE’S 

GOLDEN M EDICAL D ISCOVERY 

which has been so favorably known for over 40 years. It is now put up in 
tablet form, as well as liquid, and can be obtained of medicine dea..rt 
everywhere or by mall by sending 50 cents tn Ic -stamps for trial box— 
address R.V. Pierce, M. D., Buffalo, N.Y. 

THE COMMON SENSE MEDICAL ADVISER 


A pedometer Is something we carry 
on our person to register how far we 
have walked, but most wives are more 
interested in obtaining a contrivance 
to show where we have been. 


The less a man knows about a wo¬ 
man the more confiding he is. 

To accuse a riian of lying is usually 
more than lie will stand. 

Toople with pasts are unnecessarily 
nuxious about the future. 


There la self-raising buclc-whcat. self- 
raising" window-shades, self-raising 
dumb-waiters, ana whatnot; but one of 
tho things that is most needed on tho 
farm is a contrnption to raise the 
smaU boy early enough in the morning 
to get Lis faco washed in timo for 
breakfast. 


A man gets the woman ho deservoe. 
The chaste are usually unchased. 

A woman wants to get rid of hex. 


Respectability is the mother of con¬ 
vention 
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HAD PAINS IN BACK, 


An Ingonuoua Daughter 


Partially Aniwered 
In that part of Kansas where they 
certain church congrega- 


Clearly Unjust 

Ever atnco they came to school that 
morning two of the boys had been 
persistently naughty. At last, there- 


What la It your husband wants to 


see me about, Delia? asked Mr. Bor¬ 
ough's father. "* , 

Why, father, said Della, I think he 
wanted to borrow a couple of hundred 
dollars from you. He's so anxious 
to get out of debt. 


need rain, __)_____ 

tlons have united to petition for It. 

' Didn’t I see your husband going to 


fore, the teacher, now thoroughly ex- 


church today? one Kansaa woman In¬ 
quired of another. 

Yea. he went to aak for rain. 

His faith must be pretty strong. 


Suffered for Weeks, but Finally 
Found a Quick, Sure Relief 


asperated, turned to them angrily and 


said that they must stay in during 
playtime until each had written his 
name one thousand times. 

Playtime duly came, and as the 
rest of the class rose aqd hastened 
from the room to enjoy a spell of 
freedom, the two mlscVeants settled 
down to their Irksome Imposition. 

Five minutes later the tsacher re¬ 
turned to see how they were getting 
on, and found a heated argument In 
progress. , . J 

Come, come! she asked!. What's 
the matter now? •/- 

Whereupon one of_thpr hoys burst 
Into tears. 

Taln't fair, mum! hb’ gasped. His! 
name’s Tim Bust, and .nine's Alexan¬ 
der O'Shaughnessy. 


CURED QUICKLY BY ‘‘NERVILINE’ 


Yes, he wore his raincoat and took 
his overshoes and h!s oldest umbrella. 

It didn’t rain! 

No; but he brought back a much 
better umbrella :!ian the one he took 
away. 


On the Jarsy Central 
Bsakeman —El izabeth 1 
Aunt Eliza—Yes, that’s me. 


Perrin] 


No stronger proof of the wonderful 
merit of Nervlllne could be produced 
than the letter of Miss Lucy Mosher, 
who for years has been a well-known 
resident oT Windsor,' N.S. * 

“I want to add my unsolicited test¬ 
imony to the efficacy of your wonder¬ 
ful liniment, 'Nervlllne.' I consider 
it the best remedy for a cold, sore 
throat, wheezing tightness In the 
chest, etc., and can stato that fpr 
years our home lias never been with¬ 
out Nervlllne. I had a dreadful at¬ 
tack of cold, that settled on my chest, 
that fourteen different remedies could- 
pn’t break up I Tubbed on Nervillne 
three times a day, used Nervlllne as 
a gargle, and was completely restored. 
I have Induced dozens of my friends 
to use Nervillne, and they uro all de¬ 
lighted with Us wonderful power over 
pain and sickness. 

“You are at liberty to publish this 
6ignsd letter, which I hope will show 
the way to health to many that need 
to use Nervlllne. 

(Signed) “LUCY MOSHER." 
All sorts of aches, pains, and suffer¬ 
ings—internal and external—yield to 
t Nervillne. Accept no substitute. 
Large family size bottles, 60c; trial 
size, 25c, at all dealers, or the Catarr- 
liozone Co., Buffalo, N.Y., and King¬ 
ston, Ont. 


heudaches, backaches, dizziness, > lan¬ 
guor and nervousness. Few realize 
that their mleery all come3 from the 
bad state of their blood. They take, 
one thing for tholr head, another for 
their stomach and a third for their 
nerves. And yet all the while It Is 
simply their bicod' that Is the cause 
of all the trouble". Dr. Williams’ 
Pink Pills will cure because they act¬ 
ually make new, rlc? red blood, which 
reaches every organ and every nerve 
lu the body, carrying with it a new 
health and new strength. Mrs. Wm. 
Acorn, Charlottetown, P.E.I., says: 
“Before I began the, use of -Dr. Wil¬ 
liams’ Pink Pills I was one of the most 
-miserable women living. For mgre 
than three years I lived life of co5t> 
dtant dread. I was taking weak apells 
so that I could not be left alone. If I 
walked from one room to another my 
heart would palpitate so violently that 
I feared I would dl \ I was contin¬ 
ually sending for the doctor, who told 
me I had no blood - nd that my nerves 
were shattered Notwithstanding his 
treatment I did not get any better. I 
could not keep anything on my stom¬ 
ach, and the least thing would make 
me sick. Theu my troublo was com¬ 
plicated with rheumatism, which be¬ 
came so bad that I had to be lifted 
like a child, and Uk pain was almost 
unbearable. I was In this deplorable 
condition wh^n my husband read of 
Dr. Williams’ Pink Pills, and got mo 
a supply. When I had taken half a 
dozen boxes I felt much better, and 
could go about the house. I kept on 
taking the Pills until I had used 
twelve boxes, ant. I can trul. say they 
made'mo n well woman. Iudoed I 
do not think : would be living now 
but for Dr. Williams’ Pink Pills. I 
wish I could persuade every woman 
wlio is sick to follow my example, for 
I have proved they will cure the most 
desperate cases, and I consider myself 
a living witness of this fact.” 

You can pet these Pills through any 
medicine dealer or by mail post paid- 
at 50 cents a box or r’x boxes for 
$2.50 from The Dr. Williams’ Mcdlcluo 
Co.. Brockvllle, One. 


It wag on an old east Texas train. 
The little coffee pot of an engine, hav¬ 
ing wheezed laboriously over serpen¬ 
tine rails, joltdd to a restful spot at 
no place In particular. Time passed 
tediously. Some of the passengers 
stalked nervously up and down the 
aisles, while others drew their felt 
hats down over tlielr eyes and tried 
to forget It. When a half-hour had 
elapsed the conductor came through. 

Say friend, said a querulous-voiced 
old man, as near as you can telL what 
is It holdjng us? ^ 

We’re taking on water, was the ex¬ 
planation. 

, Well, why don’t you git another 
teaspoon? That un seems to 'leak 
somethin’ dreadful! 


Poor Pal 

Fulher—You must know, sir, that 
my daughter will get nothing from me 
until my death. 

Suitor—Ih, that’s all right 


Satisfaction JHi 

Styte • 

Fitand f/mL 

Durability 
is assured 
by purchasing 

“PERRIN’* 

GLOVES 

At leading dealers, everywhere. 


Suitor—Ih, that’s ail right! I have 
enough to life on for two or three 
years! 


More Noise 

I’m going to start an anti-noise as¬ 
sociation, said the ma:i who Is always 
promoting. somethin. 

How will you go about it? 

Well, the first thing Is to get the 
public Interested. I have already 
engaged half a dozen speakers and a 
brass bandr 


The Walter’s Prleo 

. It was at a banquet, wliero a notable 
gathering of politicians had assembled. 
.A certain aspiring young barrister was 
among the number, and ns he spied 
an influential judge at the far .end, he 
called the head waiter, slipped lialf- 
a-crown into Ills hand, and whispered: 
Put me next to Judge Spink at the 
table. 

When the time camO for the guests 
to ho seated, he found to his astonish¬ 
ment (hat ha was at the opposite end 
to the judge. 

He called the head waiter to ex¬ 
plain. , 

1 " J official, the fact 
Is that the judge gave ms five bob to 
put you us far from him as possible. 


Very Slv.w 

My dear, said Mr.. Bickers to his 
wife. I saw In the papers today a de¬ 
cision of a Virginia court that the 
wife may, iu some cases, bo the head 
of the family. 

John Henry, replied Mrs. Bickers, 
the courts are sometimes very slow In 
finding out things. 

Miller’s Worm Powders will drive 
worms from the system without Injury 
to the child. The powders are so easy 
to take that the most delicate stom¬ 
ach can assimilate them and welcome 
them as speedy easers of pain, be¬ 
cause they promptly kill the worms 
that cause the pain, and thus the suf¬ 
fering of the child is relieved. With 
so sterling a remedy at hand no child 
should suffer an hour from worms. 


How the Stars Ran 

An old German was In the witness 
box the other day end a lawyer was 
cross-examining him as to the posi¬ 
tion of the door, window, und so forth 
In a house, where a crime had been 
committed. 

And now, sir, went on the lawyer, 
kindly describe to the court jUBt how 
the stairs run in that house. 

The old man looked dazod and 
scratched his head for a few minutes. 
How the stairs run? he repeated. 

" Yes, If you please, how the stairs 
run? said tho lawyer. 

Veil, ventured the 


Ithymely Bardlet—Have you ever 
contributed anything to the cause of 
literature? 

Farmer Greenhaw—You bet I hev. 
You're the fourth poet tliet’s stayed 
here all summer an’ ain’t been able to 
pay no board. 


Help for Asthma. Noglect gives 
asthma a great advantage. The trou- 
ble, once It has secured a foothold, 
fastens Its grip on the bronchial pas¬ 
sages tenaciously. Dr. J D. Kell¬ 
ogg's Asthma Remedy is daily curing 
cases of asthma cf long standing. 
Years of suffering, however, might 
have been prevented had the remedy 
been used when the trouble was In its 
first stages. Do not neglect asthma, 
but use this preparation a’ once. 


witness 


, __ _ slow¬ 

ly, vln I am oop-stalra they run down, 
and veu I am down-stairs they run up. 


r THIS 

4 HOME 
( DYE 

- that 

ANYONE 


See here, young man. said the sWrn 
parent as he entered the parlor, you 
have been calling on my daughter ra¬ 
ther frequently of late. Are your In¬ 
tentions seriouB? 

They certainly are. sir. answered! 
the young man. I’m trying to Induce 
her to exchange $150 and her old 
piano for a new one. 

You tell mo," said the Judge, that 
this Is the person who knocked you 
down with his motor cnr. Could you 
swear to the man? 

I did, returned the complainant eag-, 
erly, hut he didn’t stop to hear me. 

What makes you stand on oue foot 
and move your shoulderB in that way? 
asked the snipe. 

«, Well, replied the crane, there’s no 
chance of my learning to sing, so I’m 
practicing to see if I can't become a 
classic dancer. ' • j 


An Old Caw 

Maude—Shc-’s such a quiet little 
person that I’m surprised to hear She 
is wearing a silhoute skirt. 

Edna—Perhaps she believes In-the 
old saying that little girls should be 
seen, but not heard. 


A New Type 

Lewis Cass Ledyard was talking In 
New York about a muckraker of a 
new type. 

I’ve never beard any good of him, 
he said. Even when I thought I 
heard a word In his favor, it has al¬ 
ways proved the opposite when trac¬ 
ed to its source. 

It's like the case of the office boy 
whose piaster said: 

Willie Is slow and sure. - • 

Slow and sure, eh? 

Yes, slflw to learn and sure to for¬ 
get. 


Queer Tricks of Memory 

In later life Emer’.on's memory play¬ 
ed him some strange tricks. James 
Cabot, ills biographer, sajs that he 
met hint one day in'the streets of Bos¬ 
ton apparently at a loss for something 
and asked him where he was going. 
To dine, said Emerson, 
friend. I know where 


An Englishman cn holidays, was 
driving around the county Tipperary 
one warm day, when he came across 
a farmer setting potatoes. Thinking 
of having a joke with him, he began: 

Well, Pat, what are you planting? 

Praties, sir, said Pa.. 

Do you think potatoes will come up?" 
asked the Englishman. 

Of course, sain Pat. 

Why, I set onions last year in our 
garden and carrots came up. said the 
Englishman. 

Oh! said Pat, I sot an acre of tur¬ 
nips last year In that field over there 
and do you know what came up? 

No. replied the Englishman. 

Mike Murphy’s ohl black donkey, 


with nn old 
she lives but 
I hope you won t ask me her name. 
Then he went on to describe her as 
tli) mother of the wife c'. the young 
man—the tall mar—who speaks so 
well, and so on until Cabot guessed 


Some men are smart: some men are 
dumb. 

Some men lack common sense. 
While some will borrow trouble, some 
Won't even take offence. 


kThe Guaranteed “ONE DYE for 1 
* All Kind* of Cloth. 

CIms, Simple. No Cl»ac* of MiaNku. TUT 

l IT I Send for Fro# Color Cord ond Rook I of. 

I Tho Jokneou. Richardoon Co. Umiiad/Mootreol 


An amatcui can start a love affair 
with a woman, but it takes a connois¬ 
seur to break on_> off. 


funeral. After gazing long at the 
face of his lifelong friend as he lay in 
his coffin Emerson said to a bystander, 
that gentleman was a sweet, beautiful 
soul, but 1 have entirely forgotten his 
name. 


Wc used to joke on woman’s rights 
And Fashion's Strange displays.' 
We Joked of dangerous airship flights 
And statesmen’s devious ways, 
JBut now we’re feeling rather blue, 
Like many other folks. 

For all the jokes are coming true 
•And serious things are jokes. 


This Is a great age. 

What has struck you now? 

The fac. that 30 many doctors are 
successful without whiskers It 
wasn’t so thirty years ago. 


When depressed, blue- bilious and 
out. of sorts you may attribute this 
condition to poison in the blood, re¬ 
sulting from careless eating—eating 
too much, eating too quickly or eating 
what does not agree. 

For three or four days there are 
looseness of the bowejs, fickle appe¬ 
tite, acuto indigestion • and all-gone 
feelings. Efficiency Is lowered, busi¬ 
ness deals are'spoiled, pie-oures are 
Interfered with, and the sick spell may 
prove dreadfully expensive to you. 

By using Dr. Chase's Kidney-Liver 
Pills as soon as trouble is apparent 
such au attack may be cut short, and 
regular healthful action cf t?ie digest¬ 
ive o.gans quickly restored. No treat- 
ment so promptly cleanses the filter¬ 
ing and excretory organs, and thereby 
rids the body of poisonous waste mat¬ 
ter. The digestive system resumes 
its natural functions, and vigor and 
energy are restored to mind and body. 


. Honesty 

Teacher—Henry, can you. define a 
hypocrite? 

Henry—Yessum. It Is a kid wot 
conu-s to school wid u smile on his 
faco. 


What fortune has Miss Polly? 

She says her face is her fortune. 
Well, It has too many bad features 
to make a good investment 


In life things are not what they seem, 
There's many a crooked deal. 

And many a man wears an auto cap 
Who lasn’t an automobile. 


Minard’s Liniment Cures Colds. Ac. 


You're a mean old Indian giver, 
Said Genevieve to Jack, 

For every kiss you give me 
You insist icn taking back. 

Len—Sweetheart. I cannot express 


Remembered Him 

jgld your uncle remember you when 
he came to make 1 is will? 

Yes. He remembered.me so well 
that he left my nara- out altogether. 


Only the other day I read a poem 
that moved me to tears. 

Hgw did it move you so? 

I wept because I couldn’t got af-the 
author. 


He wore a neckt'e flaming red. 
The bull was in the lot. 

Oh. he came down all right, all right 
The cross denotes the spot. 


MOTHERS for tlielr CHILDREN WlUUf 
TEETHING, with PERFECT SUCCESS. B 
SOOTHES the CHILD. SOFTENS the OUMSl 
A’LAY aaU PAIN : CURBS WIND COLIC, end 
ia the best remedy for DIARRHCEA. It U ab¬ 
solutely harmless. Be sure and ask lot “ Mrs, 
Winslow's Soothing Bvrup," and take *0 ctt«* 
gind. Twenty-live cents a bottle. 


Then and Now 

Before I married my wife I could 
listen to her voice for hours and 
hours.' 

And :-.ow? , , 

Now I„bavo to. 


Wife—I really betlive nov that you 
ouly married me because I have 
inonoy. 

Hubby—I didn’t. I niarriod you be¬ 
cause I thought you’d let me have 
some of it. 


A Fire Alarm 

He declared lie burned with love for 
Lucy. 

What happened? 

Her father-put him but. 


L adies wanted • - Do artistic 

congenial needlework at home: make 
from three to five dollars per day decor¬ 
ating cushion tops. , Armour Art Co.. 
Dept. B., Bredalbr a Block, Winnipeg. 


Ada was asked !f she believed in tho 
divining rod. 

Crrtain.ly slieTcp.ied. Look at the 
hot water we found with the twig of 
an applo tree! 


She Knew 

V ,1 shouldn't think golf is much exer¬ 
cise. 

Isn’t it! Why 'It makes the hoys 
so strong In the arms you can hard¬ 
ly breathe 


An Exception 


You are my all. the lover vowed. 

And then —it is to laugh— 

The girl who s^ts his all, he begged 
To be UU .better half. - 


The Chauffeur to the Rescue 
When the young physician’s motor 
car reached the Beene of the accident 
there was nothing to do; all the vto- 
Urns had been so slightly hurt that 
they were able to walk home. Th* 
young doctor was keenly disappoint¬ 
ed, but his chauffeur spoke up cheer* 
lngly; Never mind, doctor. I’ll run 
down gome business on tho way homo. 


Does like always produce like? 

Of course. 

Then why is poor lioalth produced 


Pen, Chisel and Brush 

Senor Gamboa, Mexican minister of 
foreigu Affairs, is not only a diplomat, 
but an author of distinction. lie Is a 
novelist, publicist and writer of mem¬ 
oirs, and oue of Ills best known works 
is his extensive memoirs of his diplo¬ 
matic career. 

Charles Orally, selected to model 
the statue to the pidneer mother as 
the central figure of . the Hue arts de¬ 
partment of the Panama-Pacific Inter¬ 
national exposition, Is a native of Phil¬ 
adelphia and has been awarded num¬ 
erous exiKisition medals for his work. 

A. C. Watt, the distinguished Brit¬ 
ish painter, is a medalist of the Royal 


You seem to be very intimate with 
I didn’t know you had 


Back H idad < 

Is ho a man you can trust? 

I should say he waa. You can al¬ 
ways trust him for everything he gets 


the Digbys. 
met them. 

I haven’t met them. I patronize 
their dressmaker. 


MiuariVs Liniment Co., Limited. 

Gentlemen,—Last winter I received 
great benefit from the use of MIN- 
ARD’3 LINIMENT in a severe uttack 
of LaGrippe, and I .have frequently 
proved it to he very effective in cases 
of Inflammation, 

. Yours. 

W. A. HUTCHINSON. 


• The Difference 

Old Gentleman—I wouldn't make 
such faces If I were you, little man. 

Small Boy (with difficulty) — You 
would If you knew this woman was 
going to kiss you. 


Aye, money talks, as you can see 
I heard it on the fly- 
The ouly thing it said to me 
Was simply, ’Sir. goodbye!’ 


My son, said the' father, who was 
somewhat addicted to moralizing, this 
Is the age of specialties and special¬ 
ists. Is thero anything you can do 
better than any one else In the world? 

Yeth, thir, lisped the small boy; I 
can read my own writing. 


Her Yearning 

She—Do you love me as much whe* 
you are absent from me? 

He (fervently)—I lovo- you moret 
darling. 

She—Oh, why car’t I be with j-oil 
then? * 


Time after time have I seen inherit¬ 
ed lands or money bring the recipient 
to poverty, debt and the poorliouse; 
but money earned by honest labor, and 
wisely invested, stayed for a comfort 
In old age. 


Lost 

Amos Pinchot (and probably others) 
tells this story: 


Institute of Painters in Water Color. 
His recent painting, now in the pos¬ 
session of the Duke of Portland, last 
year won the diploma of honor, open 


At a recent election a ready answer! 
secured one woman canvasser a vote 
for her party. She had fluently ad¬ 
vanced several reasons in favor of her 
candidate to a grumpy elector, who 
told her Bhe could talk the hind legs 
off a donkey. 

Well, she replied. It would give me 


In the war I fought and bled for my 
country, said the old general, and lost 
all I had, save honor. Aud when tile 
■war was over I went Into politics and 
lost all I had saved In tho war. 

He who Is satisfied with a little nev¬ 
er gets much more, bo it religion, 
crops, or money. 


A Definition 

Georgie—What's n faith curist, dad? 
Dad—lie’s a fellow who won't take 
his medicine. 


There was a young man, vain of hi* 
accomplishments as a prenchec, who 
after officiating At a certain service for 
a Scottish minister who occasionally 
had to avail himself of the assistance 
of probationers, was met by the old 
gentleman with extended hands as he 
descended from tho pulpit. Expect¬ 
ing high praise, he said: No compl* 
ments, 1 pray. 

Nay, nay, my young friend, said th* 
parson, nowadays I’m glad o’ nay- 
body. 

Julia, you have the prettiest moutfe 
in the world, sighed young Van Win* 
kle. 

Well, she replied, if mine Is th* 
prettiest then yours comes next.. 

And it came. 

There Is real pleaeure in owning Am 
stock, well fed; but scrub stock and 
ugly fences give the farmer that tired 
feeling which detracts from success. 

A friend writes this wise sentence 
which all parents should note and act 
upon: Instead of conning dead lang¬ 
uages and the memorise of sentimental 
literature, the etudy of nature should 
be substituted. 


Far better a barren farm with pure 
air, than the dirty, noisy city, where no 
one cares If you starve to death. Buy 
an acre of ground, and live in a store- 
box first! Most farmers need hands, so 
you are sure of work. 


to all Europe, for the best pictures of 
flower gardens. 


Dear me, Uncle Eplnaim! she ex¬ 
claimed. as she met tlr old gentleman 
In the hallway, you don’t know how 
surprised' I am to see you. Did you 
travel all the 


A friend of Sir Walter Landseer. 
:ho accompanied him to Kensington 
on the first occasion of its ex- 


rauch more pleasure to drive you to 
the polling place than to tlio hospital. 

The retort so tickled the voter that 
he promised to support her side. 

A gentleman who had been spending 
■fl holiday at a Scottisli seaside'village 
noted for Its golf links, asked one of 
the caddies if he. got much carrying 
in the wintev time. 

>- Na, sir, na. replied the caddie. 
There's nae carrying in the winter 
time. Ye see, it is this way. If It's 
no sna’ it's frost; If it's nn frost it's 
sna’; If It’s no sna' nor frost. It’s rain; 
if it’s no rain. It's wind; an' If It’s a 
fine day, It's the Sawbath! 


The prick of conscience is as no¬ 
thing compared with the prickly heat 
61 compulsory meanness. 


museum-.—- ,--- 

hibitiou by gaslight, relates that Land¬ 
seer stopped short before his large 
' ‘ *. Waterloo.’ I 


Vermont 

alone? 

Naw, he replied, deeply offended at 
the question, as he put his carpet bag 
down. There were forty or fifty peo¬ 
ple on the same train. 


picture, 'A Visit 
must liavo been mad when I painted 
that, he said, and walking up to the 
picture lie placed his hand over the 
part which had attracted criticism. 
An attendant policemau shouted his 
polite caution:. Now. then, take your 
hands off. there! My good mail, said 
Sir Edwin, I was merely remarking 
how bad that was. Then why don’t 
you go And do better? said tho police-] 
man, who had no idea to whom he] 


If earthquakes had any spirit of ac¬ 
commodation they would leave the 
Isthmus of Panama aloue, after no- 1 - 
gleetlng to dig a canal themselves.. 

The Paris scientist who promises a 
great improvement in domestic refrig- 


Natural Supposition 

Johnny, the teacher askod, can you 
tell mo anything about Christopher 
Columbus? . 

He discovered America. 

Yes. What else did he do? 

I suppose he went home and lectur¬ 
ed about it. 


great ULll'l » UlllV. 1.1 L viwu.vwv.v. 

eration hud better put that off until 
next summer aud look after the heat- 


was speaking. 


Many a time have I. listened to the 
plaint of men: Ah, if I could only work 
as I did once, when well and strong! 
But John Barleycorn stole away their 
strength, health and wealth, and left 
them nothing worth owning. • 


Lovo speaks In two languages—one 
with the Ups and the other with the 

eyes. 


At the feaat of the virtues. It was 
necessary to introduce Gratitude to 
Generosity, for they had never mot 
before. 


The University of Pennsylvania has 
imported a twelve ton sphinx from 


Egypt Instead of patronising home in¬ 
dustries and buying a statue of Con¬ 
nie Mack. \ 


Father's Dilemma 

How's the family? a font 


Are you one of those to whom 
every meal Is another source of 


Impossible 


asked. 


Silence Ip gold, Isn't it' 


Buffering ? 

Na-Dru-Co Dyspepsia Tablet* 

will help your disordered stomach to 
digest any reasonable meals, and will 
soon restore It to such perfect con¬ 
dition that you'll never feel that you 
have a stomach. Take one after 
each meal. 50c. a Box at your 
Druggist’s. Made by the National 
Drug ar.d Chemical Co. of Canada, 
Limited. iso 


Regularity 

of the bowels is an absolute neces¬ 
sity for good health.. Unless the 
waste matter from the food which 
collects there is got rid of at leart 
onec a day, it decays and poisons tfcs 
whole body, causing biliousness, indi¬ 
gestion and sick headaches. Salts 
and other harsh mineral purgatives 
irritate the delicate lining of the 
bowels. Dr. Morse’s Indian Root 
Pills—entirely Vegetable — regulate 
the bowels effectively, without weak¬ 
ening, sickening or griping. Use 

Dr. Morse’s *• 
Indian Root Pills 


A boy of sixteen has far stronger 


Well, my children are at a difficult 


Of eour 

Then I wish they would invent some 
new kind of dentistry that could (HI 
a woman's mouth with it. 


At Last 

So Miss Lorena Lingoiion* is to 
be married at last? 

Yes, she has finally lived down an 
competition. 


feelings and n fiercer 


age now. 

Difficult"? Why they’re all passed 
the measles and teething stage, have 
they not? 

Long ago. 


_ _ But" you don’t know a 
father’s troubles. My children are 
at the age where If I used slang my 
wife says I'm setting n bad example; 
and If 1 speak correctly, the kids 
think I’m a hack number. Which 
would you do? 

Burning the midnight oil Isn’t had 
if It Is In the way of honest business; 
but If It is»over the card table or wine 
supper, then it is oil wrong. 


Talked a Lot 

I never say all that I think, she re¬ 
marked. • - 

Then, he replied, being unwilling 
to miss the chance, you must think an 
awful lot. 

Some people speak tho truth only 
to hurt others. 


To ask for secrecy Is to suggest 
that there is something to reveal. 
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ami dialriot, wmiaiI to none in tbe 
ho nth of tbeproviuou, are quite rap- 
able of making progress along the 
old fashioned hoes of ‘troth and 
noHiutel’, and it wonld be a pity to“ 
have the advantages of the place 
ornamented with any untoward out 
let of ‘hot-air 1 . 

And what may we look for in our 
town if onr coming year is spent 
in an endeavor to better it com¬ 
mercially and socially? We oan 
then anticipate a frnii ul, peaceful 
community, whose ell >rts will be 
directed towards tbe b-dterment of 
the distriot, to the extent ofjpradu 
al outlay and sacrifice,VfUroessary 
aud when tbe ooming year ends as 
this is doing, tbe people of Vulcan 
will be able to look baok on the 

past twelve ''months with feelings _ 

of satisfaction wbiob are tbe reward e( t Q on right shoulder, 
.of haviug done their duty towards ONE BAY MARR.au 
their towu and themselves in a ® d B on r ‘8ht shoulder 
manner which is above suspicion property of-JOHN 
or reproach. Men who were here Vu ' can ’ th ° Prov ‘ no ' 
before ns, men whom we are proud j timeof sul* 8 l ° 
to kuow have done that for the For further pariicula 
towu aud are doing it still, and their of rale apply to * 
example is snffioienLfor all of us, P. W. L. OLi! 

to work upon. Let us see to- it Barrister i 

therefore, that tbe imaging of an- VI 

other twelve months will see onr Dated at Vulcan. I 
towu and distriot vastly promote.! dl *y ot December, 1913. 

i-ooially aud commercially, aloug --— . . _ 

lines of houesty ami square dealiug 


NOTICE 


Barrister, 

Solicitor, Notary Public, 
Solicitor for—The Union Bank j The 
Canadian Bank of Commerce ; The 
Dominion Bank ; and The Town of 
High River. 

Representing—The Manufacturers Lite 
Ins. Co.; The Royal Loan and Sav¬ 
ings Co.; The Great West Perman¬ 
ent Loan Co. . 

Private runs* Is Laas- 
Htgh River, Alberta) Canada. 

- Phone 46 ( 


Proprietor 

Managing Editor 


Charles Clark, 
R. Wj, Glover, 


Published Kvery Wednesday in the 
Heart of a Wonderfully Rich 
Farming and Ranching 
' • District. 


An occasion like this is to your benefit. We 
have the goods which you are wanting, and 
are going-to clear them out. 


Subbcriptioic— $1150 per year; Foreign 
countries 00. Exchange must, •" 
be adasd topheques. 


THE PASSING SHOW 


In Men’s Overcoats* Sheepskin 
Goats, Woollen Underwear, Mitts 
and Gloves, we have dome excep¬ 
tional values which you cannot 
afford to miss. 


Auctioneer 


“Ring outvibq. old—‘Ring in tbe 
new!” 

Ouoe again we stand at the door¬ 
way of another year, leaving the 
old year behind ns with all its 
faults and failing*, ita promises 
filled and promises broken look¬ 
ing baok over tbe history of our 
town the last year, we oannot but 
contemplate it with satisfaction, 
for we have been witnesses to the 
steady growth of Vuloan, agricul¬ 
turally and commercially. 

The past year has seen much 
improvement in tbe farming world; 
farmers around the district have 
improved their standiug, their 
farms are, on the whole, in better 
coudiliou. The crop of last fall 
gave au impetus to such as were 
Huthoiently able to take advantage 
of the oircumsiaiues Tbe output 
of grain from Vulcan for the clos¬ 
ing season has been round tbe 
million bushel mark, au increase 
over the previous twelve months of 
half that amount. Of wheat alone 
there were eight hundred thousand 
bushels,-threshed in the district, 
against three hundred and fifteen 
| thousand bushels for the year be¬ 
fore; so that this season the total 
crop of wheat alone 


For dates and particulars 

~ a pply to 

H. F. RICHARDSON 

Implement Agent 
Vulcan, Alta. 


week for the men who 


CANADA AND THE AGE 


Meals at all Hours 

Fruits, Soft Drinks, Candies, 
Tobaccos, Cigars and Cigarettes. 

Jang Lin Dong, Prop. 


Professor Stepho i Leacock, in 
hii article to the Montreal Daily 
Mail, has been speaking about the 
(Jtmadiun people in their relatiou 
lo tbe productiveness of things 
that count in th'B life. He says 
that in comparison, Canadians are 
oouutiug as little or uothing in tbe 
worlds of literature, art, soieuoe or 

ill VPDtiOD. 

On this subject, aud presumably 
in answer lo tbe professor a city 
paper recently came out with an 
editorial which failed as a medium 
of enlightenment since it treated 
the subject iu a facetious mauner. 

Tbe question raised by the pro 
fessor is worthy of a little thought 
at least, for he goes on to say that 
tbe only thing of which Cauadiaus 
think is money, and give that side 
of life preference over all others 

There is much to be said for tbe 
view, but really it is only a half 
truth, and therefore likely to be 
uot a little misleading. 

Canada as a country has not pro¬ 
duced anythrtpg great in any of the 
fields mentioned by him, aud she 
is produoing something great in 
the money world, but the questiou 
is as to whether she is alone in 
ibis or whether if is a spasm from 
which tbe world in geoeral is 
suffering. 

It is pretty generally admitted, 
both here and abroad, that tbe 
present may safely be classed as 
the financial age, for every country 
—in greater or less degree, is aaf 
fering from the contagion, and 
nothing artistic conld be hoped ( 
for from such an age The percent¬ 
age of great men in the country at 
at tbe present t-me was never lower 
—True, there are great men in 
Europe whi'e they are lacking on 
this side of the Atlantic, but if 
we are to look at the matter from 
the standpoint suggested by Pro 
fessor Leacock's remarks, it can 
with safety be said that the day of 
great men in the older countries 
has given place to an age entirely 
different. 

Again, Canada is the yonugest 
nation there is from a point of 
development, and, regrettable tho’ 
it may seeni, it is impossible that 
she should have produced any 
great men at snch a stago in her 
development, especially when it is 
taken into consideration that her 
development has been along lines 
entirely different to those of al¬ 
most any other country one could 
mention 


SYNOPSIS OP CANADIAN NORTH-WEST 
LAND REGULATIONS 

/ T'HE solo head of a family, or any 
-L male over iH years old, may home¬ 
stead a quarter-section of available 
Dominion land in Manitobu, Saskatch¬ 
ewan or Alberta. The applicant must 
appear iu person at the Dominion Lands 
Agency or Sub-Agency for the District 
Entry by proxy may be made at the 
office of any Local Agent of Dominion 
Lands (not sub-agent), on certain con¬ 
ditions. 

Duties—Six months residence upon 
and cultivation of the land in each of, 
three years. A homesteader may live 
within nine miles of his homestead on a 
farm of at least 80 acres, on certain con¬ 
ditions A habitable house is required 
in every case, except when Residence is 
performed in the vicinity. 

In certain districts a homesteader in 
good standing may pre-empt a quarter 
section alongside his homestead. Price 
$3 per acre. Duties—Six months resi¬ 
dence in each of six years from date of 
homestead entry (including the time re¬ 
quired to earn homestead patent) and 
f<0 acres ext nr cultivation. The area ot 
cultivation is subject to reduction in 
case of rough, scrubby or Htoney land 
after report by Homestead Inspector on 
application for patent. 

A homesteader who has exhausted his 
homestead right and cannot obtain a 
pre-emption may take a purchased 
homestead in certain districts. Price. 
$3 per acre. Duties—Must reside six 
months in each of three years, cultivate 
SO acres and erect a house worth $300. 

W. W. CORY. 

Deputy of the Minister of the |nterior. 

N. B.—Unauthorized publication of! 
this advertisement will not be paid for. 
-37085. Sept. 25-6mos. 


Meals at all hours 


Confectionery and Candies 
Cigars, Tobacco, Soft Drinks 

ICE CREAM 

VULCAN 


has been 
greater than last year’s total orop 
by three hundred thousand bushels 

This great increase has meant to 
tbe farmer a greater financial se 
ourity, besides allowing some capi¬ 
tal for investment in stock. The 
amonn t of slock in the district has 
growu, and although no figures of 
this branch are available, it is the 
opinion of aeoh as know, that the 
increase oan be plaeed at from 25 
to 30 per oeut, wbioh is an invalu¬ 
able-enrichment to the district. 

The business of tbe town has in¬ 
creased materially. Stocks are 
larger, business premises have 
been eularged, and tbe demand 
upon the time of the bnkiness men 
has grown, conclusively, showing 


Two "cents a mile for the ten 
thousand miles—what Ford travel 
recently cost one* owner. This is 
just another striking instance of 
Ford economy, The Ford has 
brought motor travel down within 
reach of the average income. 
Better buy yours today. 

Six hundred dollars is the new price of 
the Ford runabont; the touring car is 
six fifty; the town car nine hundred— 
all f.o.b. Ford, Ontario (formerly Walk- 
erville post office), complete with equip¬ 
ment. Get catalog and particulars from 
Champion Reai. Rstate Company, 
Champion. 


ALTA 


Your choice of Any $50 Musical 
Instrument 

To the one guessing the correct, 
or nearest to the correct number 
of beans contained in a quart jar 
now on exhibition at the Music 
Store Each cash purchase of 31 
entitles you to one guess. A $5.00 
payment oft* account entitles yqu 
to one guess. Contest opens Aug. 
15, closes December 24 at 5 p m. 


that tbe patronage accorded to 
them has become much greater. 

Many of the storekeepers, part¬ 
ing with tbe methods of the small 
town store, 


C. B. SHIMP & CO. 


have introduced the 
moat up to-date fittings into their 
places of business, with the result 
that tbe comfort of tbe patron has 
been assured, and the storekeepers 
of our town are to be congratulated 
on tbe thorough, up-to date man¬ 
ner iu which tke^ business places 
are conducted 


M. H. KAHLER, 

*Watchmaker and J eweller , I 
Repairs Promptly and Accurately 
Attended to. 


LOST 


LOST—On Tuesday, Dec. 9, • Purse, 
containing cash and bills to the 
value of $40. alao receipts for 
threshing. Finder on returning 
same will be liberally rewarded.—J. 
H. A. Adams. Reid Hill, D 17 12 


The iotrod notion 
of the oash system oame shortly 
after the harvest, and tbe resolt 
has been gratifying, as the cus¬ 
tomers have seen that |by snob a 
method only oan tbe stores bops 
to oompete with the bouses iu the 
oities, and at the samo time give 


G. M. CARSON, M. B 

Physician and Surgeon 

Valoia, Alta. 


LUMBER 


LOST—At tbe masquerade dance on 
Nov,27— Lady's Blue Sweater Goat. 
Pair of Blue Gloves, and Scarf, 
Kinder kindly return to Mrs. Kaiser. 
Vulcan 


satisfaction. 

If any sign were wanting to show 
that tbe volume of business here 
has increased, there is an indisput¬ 
able one in tbe faot that the Bank 
of Commerce, which came into the 
town about twelve mouths ago, 
have secured a site and Jntend 
to put up a large building"in the 
near future. The Bank of Hamil 
ton has moved to larger premises, 
and are now in a position to handle 
their business, w^ich has increased 
steadily siuce they oame. To them 
belong the honor of beiug tbe 
pioneer bank 

Such, in brief outline, is a re¬ 
sume of tbe towu of Vulcan dur¬ 
ing the past year, and considering 


Slabs, Firewood, Doors, Windows, 
Finish. Get Our Prices. 


R.K. B. KNOWLES, M. D 

Physician and Surgeon 

Vulcan, Alta. 

Phan,39 


$1.00 REWARD-On October 28th, 1913 
between tbe railway track and Ex¬ 
perimental farm buildings, a Seven- 
Jewelled Elgin Watch; with a sil- 
verine case. Finder on returning 
same to Elves Bros store will be 
rewarded. 


Barrister 

Solicitor, and Notary Public 

Loans Arranged 

Bk. of Hamilton Bigs., Vulcan 


FOR RENT—In the Bank of Hamilton 
Block, two chambers, suitable for 
dentist or other professional man 
steam heated and lighted by elec¬ 
tricity. Apply Manager Bank ef 
Hamilton, Vulcan. - Aug 20tf 


R. STANTON 


Draying and Hauling 


NOTICE OF 


VULCAN 


Vl’LOAN 


A T.RKRTA 


SALE BY AUCTION 


WANTED TO BUY—Anyone hnving 
cattle or hogs for Bale kitidly com¬ 
municate with R. E. Dodds, Vulcan 
Livery, \ ulcan. AugSOtf 


We Loan Money We Insure You 

to Make Money in Sickness, Life 

Buy Land Limb or Property 

Come ifi and See (Js 


T. B. LEBOW 

Blacksmith 


UNDER and by Virtue of the powers 
contained in a certain Agreement in writ¬ 
ing, commonly called a Lien Note, which 
will be produced at the time of the sale, 
there will be offered for sale by public 
auction, on * 

Saturday, the, 3rd day of January. 1914 

at the hour of 2 o’clock in the afternoon, 
at the VULCAN LIVERY BARN, in 
Vulcan, Province of Alberta, by FRED 
ALCOCK, Auctioneer, of Champion, in 
the Province of Alberta, the following 
chattels, namely: 

ONE GREY MARE, 8 years old, 
weight 1300 lbs., no brand; 

The property of JOHN C. WARDEN, 
of Reid Hill, in the Province of Alberta, 
which can be seen on the farm of the 
Owner, being Section 35-16-23, west of 
the 4th meridian, or on the day of sale 
at the Vulcan Livery Barn. 

Terms Cash—to be paid down at the 
time of sale. 

For further particulars and conditions 
of sale apply to 

P. W. L. CLARK 
Barrister and Solicitor, etc. | 
Vulcan, Ai.bbrta. j 

Dated at Vulcan. Alberta, this 12tli 
day of December, 1913. 


Vulcan. 


A. R. BOND 

BRAND READER 

Eastwar 

Owner of Horses branded EH 
Deft Shoulder. wMm 


E9TRAY—On premises of Neil McLeod, 
Sec. 19-14-23 W4._ about 25th Novem¬ 
ber, 1913, one black horse. 2 years old. 
weight about 1000 lbs., white spot on 
forehead, also white on right hind 
foot, no brand visible.—Neil McLeod. 

dec. 31 t3 


Champion. 


(' hopping Mill 


R. W. GLOVER 


MtrciitM Tml CMpaaf «l Cms4i. 

I Imre the agency for this company anil also 
the best propositions in the business and far¬ 
mers and others who intend taking out a loan 
on their land will do well to consult mo before 
doing so. They can rely on all promises being 
fulfilled. Loans made on (own property AU 
kinds of insurance written. 


ESTRAY—One Bay Gelding, weight 
about 1600 lbs., age about 11 years 
Unbranded. Big spavin on one hind 
leg; one ear split. $10 reward for 
information leading to recovery. 
F. Rutten. Vulcan. 


Teacher of Piano 

Vulcan 


i Chopping done 
FRIDAYS and SATURDAYS- 

DQRSCH - PETERSON 

3 miles south of Vulcan. 


Boarding House For Sale 

Having a Good, Steady 
• Trade in Vulcan. Moderate 
Terms* Can be arranged. 

Apply MRS. RUTTEN. Vulcan 


•E8TRAY— One brown gelding, weight 
about 920 lbs. branded on left nip 

B and a blotch brand on left 
shoulder. $10 reward will be 
paid for information leading to re¬ 
covery of same. J. N. Johnson 
Vulcan. Dec 24 tM 
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hadn't to wait any longer than if 1 
had sent to Wi mipeg, and in t'ie 
end' I had the name amount of sat 
isfnction besides giving the local 
traders a hand in showing that 
they wer • capable of doing some 
thing for thtjir customers. 

I bol 4)vo that the question ought 
to bo looke l at from the point 
that the merchants can never do 
anythin / for us if wo never d > any¬ 
thing for them, and here I will 
venture On a proph-cy. The stores 
huve i/one into the cash system 
and as everybody knows, the prices 
have come down Too result is 
that a ureal many people will have 
to come throu/h with the money 
and not run a local store bill while 
Winnipeg nets the cash; and I 
think that the cash system will do ! 


much to foster the home trade. 
Thanking you for spue,*; 

I am. 

Satisfied Tkaheu 


Dear Sir,- In your issit* of last 
week there was a communication 
from one of your readers who 
signs himself Reid Hi'er, who 
wrote a letter wh ch practically 
advocated the method of tradiug 
■out of town, and if jou will allow 
me the space in your journal. 1 
■would like to make some reply to 
it. . lu the first place I may say 
that 1 mu writing from the view 
point of one who lives in the dis 
trict, aud earns his living in it. 

Reid Hiller seems to have got 
hold of the argument at the wrong 
end, when he starts to talk of 
the best way to trade, and doesn't 
seem to see that the more one 
trades with their stores, the more 
attention will be given to them 
Of course, if persons will send 
tbeir 'money out of town, they 
can’t expect to get the' treatm ut 
at the local stojji that they get 
elsewhere, because- .they are pro¬ 
viding no incentive to the local 
merchant to carry the goods. If 


The New York Globe, the oldes 
and most influential newspaper 
published in New York is now en¬ 
gaged in a struggle with the meat 
packing trust of the United States. 
The Globe ordered immense quan¬ 
tities of Argentine l>eef, and estab¬ 
lished stations at many points in 
New York, reducing the selliug 
price at least one half to the con¬ 
sumer. Porterhouse that sold at 
34c and sirloin that sold at 30c. |>er 
pougd by the packers is now being 
sold at 16c per lb., and at that 
price the Globe is making a snug 
profit. 


J^What might have proved a very 
1 Inst 


Serious accident happened 
Sunday when Mr. aud Mrs. C 
Steiner were on tbeir way to the 
Young People's meeting, and Sum-* 
day scfiool. It appears that Mr. 
SteTtWr negfeoted putting hold¬ 
backs ou the harness, and when 
going Upwn the hill in Elliot'S 
Coulee, the buggy ran outo the 
horse, frightening it until it be¬ 
came unmanageable. In turning 
the point of the road the bnggy 
struck a point in the fenoe, break- 
ng it completely off, Jand landing 
the oooupants on the other side of 
the barb wire fence. 

When they picked themselves 
up they found they were none the 
worse, exoept that Mr. Steiner's 
new overooat and considerable of 
bis pantaloons .were hanging on 
the fence. Apart from this there 
was no serious damage. 


A few suggestions as to what might be a suitable way to help 
you to get the right thing. CHINA is always acceptable. 
We have the best iine of good china and the prices are the very 

lowest. - 


Dinner Sets 
Tea Sets 


fruit Dishes 
Fancy Plates 

Cups and Saucers 




and a number of nice things for.dressing table, or dining table. 
ALUMINUM, in everything needed for the kitchen. 

LAMPS, from the hand lamp to the finest hanging or table lamp. 
A Nickle-plated Copper Tea Kettle, or a Wringer, or a Washing 
Machine, or some Knives, Forks, and Spoons, or some of each, 
would help to make Christmas time all the brighter to the giver 
and to the one who receives. 


one hundred dollars that is sent 
East next-week were spent in the 


has secured the agency for 


| Royal Household 

FLOUR 


VULCAN. ALTA 


Mr. W. H. .Journey is busy dril¬ 
ling a well for Mr. J. H. McFarland 

Mr J. Denis Maynard, of the 
Garbutt Business college, Calg-try, 
is spending the Christmas holidays 
in Loma. 

Mr. Murvin Kehr of the Alberta 
College, Edmouton, is spending 
Christmas with his sister, and 
brother-in-law, .Mr and Mrs. W R. 
Ward. 

On Thursday last Mr. A. Grant 
shipped his entire belongings to 
Chinook, Alta Mr urant has a 
homestead at that point. 

Mr and Mrs. T. A. Irving are 
taking a well deserved holiday. 
They are visiting iu Washington, 
Oregon, and B C points. 

Mrs. Elliot returned on Sstur- 
day from a two week’s sojourn iu 
Calgary. 

Miss Emma Redler, who has 
been doing sewing for Mrs G 
Elliott, is spending Christmas with 
her sister, Mrs. Geo. Ryan of 
Eastway. 

Mr. Aroliie McBride has moved 
bis stock to his father’s place near 
Dinton, and has gone north for a 
limited time. 


While wheat is peopliug the 
prairies, the snooess of farming in 
the other provinces largbly de 
_ pends upon fodder crops. With- 
W ont live stock no agiicnltural 
country can long hope to sacc^d, 
and the better tbe range of fod^lers 
grown the more prosperous will 
the industry become. Even tbe 
sections that are famous for wheal 
are feeling the need of I've stock 
and suitable fodders from which 
to make moat and milk. Aooord-} 
ing to census returns about one- 
third of the improved land in 
Canada is under fodder and forage 
chips. This at once renders valu¬ 
able information bearing on these 
necessary adjnnots to successful 
farming. Realising this fact the 
seed commissioner, by direction ol 
the Hon. Martin Barrel), Minister 
of Agricaltnre, has, with the assis 
lance of Dr. M. Oscar Malte, 
Dominion Agrostologist, prepared 
A -a companion book to "Farm Weeds 
of Canada," entitled "Fodder aud 
Pasture Plants.” This admirable 
work, which will undoubtedly oo- 
onpy the position of an authorita¬ 
tive text book, divides fodder 
plants into grasses and legnminons 
plants, aud describes the character¬ 
istics and field occupied by each. 
It then takes up the practical 
work of growing these crops be¬ 
fore entering upon a study of tbe 
various classes and varieties of 
them. Commencing with Indian 
- Corn and oonoluding with the Soy 

or Soja beau, the fall roond of 

* grasses, clovers and other fodder 
and pasture plants that are be¬ 
lieved to be of value in Canada are 
dealt with in snob a way as to 
supply anthentio information that 

f 1 may prove interesting and helpful 

to farmers, students of agriculture, 
and others who may be interested 
in the subjeot. 

A feature whioh gives speoial 
value to this work is tbe presenta¬ 
tion of life-like illustrations in 
natural colors of most of the plants 
dealt with. Eioh of these occu¬ 
pies a fall page. Then there are 
shown true representations of the 
seeds of these various crops, which 
should be of great valu6 to those 
who would introduce upon their 
farms some of the less well known 
fodder plants. 

Like “Farm Weeds of Canada” 
this work has been gotten ont at 
i great expense and therefore cannot 
be distributed free to others than 
educational institutions. In order 
to plaoe it within the reach of every 

* farmer who maintains a book shelf, 
tbe nominal price of fifty cents per 
copy has been plaoed upon it. Its 
distribution is iu-tbe hand’s of the 
King's Printer, Ottawa, who will 
honor all requests for it that reach 
him accompanied t by a proper 
remittance. 


A despatch from Torouto dated 
Deo. I7ib, says : That agriculture 
is stagnant and the rural districts 
are being drained of their best to 
swell the cities, was the statement 
of W. C Good, master of the Do¬ 
minion Grange, in a speech at tbe 
89th annual mer-ting of that associa¬ 
tion. However, ou tbe unanimity 
shown by the farmers’ organiza¬ 
tions of the prairie provinces with 
themselves iu presenting* their 
claim at Ottawa recently, he 
thought they were on the eve of a 
great forward movement. 

"Hitherto the vast resources of 
our oonutry, nay, even tbe lives and 
characters of its people have been 
exploited aud wasted to order to 
make possible the euriohmeDt and 
aggrandizefueut of the few. 

"Signs are not wanting that new 
life is beginning to make itself felt. 
Let us fan the feeble flame before 
which greed and oppression will 
ultimately wither away. 

"A class of idle nob has grown 
up in the cities to whose love of 
ostentation, commerce aud industry 
are now pandering. Enervated and 
miaerable specimens of humanity 
rush about the oonutry in great 
cara, flaunt their wealth in onr 
faoea, tear up our roads, aud oast 
their dust upon our fields. 

"Agriculture is insufficiently re¬ 
warded. Tbe burdens of tariffs 
aud dear transportation fall on tbe 
farmers. As remediea be suggest¬ 
ed : The abolition of protection 
tariffs, ceasing to allow tbe ou 
earned increment iu land talues 
to be appropriated by individuals, 
modernizing our political machin¬ 
ery to secure a cleauer democracy, 
organization of on; industries upon 
a co-operative basis for mutnal 
service, uot profit, adapt our schools 
to our country's needs.” 


The flour which is SECOND TO NONE 


ration of that kind, coming from 
suen a source, there ought to be 
lit*le doubt as to whether the 
tradespeople are trying to do the 
right thing by the people in the 


All our goods are of the same standard 


As long as I have been in the 
district, I have endeavored to do 
my trading in tbe town, and 1 have 
succeeded in getting my wants 


supplied. In cases it meant that 
I had to wait a little time whero 1 
the goods had to be sent for, but I 


Great Big 
Fortnight 


A new railway, whioh will be 
known as tbe AJberta Metropolitan 
Railway, is projected for Calgary. 
Mr. W.J.C. Madden of Calgary 
is the obief promoter, and several 
business men of the city are inter¬ 
ested. At a recent meeting which 
was held by tbe provisional direo 
tors, the permanent directors were 
elected add they sre: W. J. C. 
Madden, Calgary; W. T. D. Lath- 
well, Calgary; W. H. Clipperton, 
Toronto; and R. P. Madden, Cal¬ 
gary. 

The road is capitalized at $500,- 
000, and of this sum almost $150,- 
000 wus subscribed at the first 
meeting. A large portion of this 
amount was ai once deposited with 
the bank, and the oompany, admir¬ 
ably financed tor the initial efforts, 
can proceed with permanent con¬ 
struction work immediately. Of 
this lioe, several miles were graded 
last summer, and it is the intention 
of the directors to equip the first 
five miles and put rolling stock ou 
it in the ooming spring. The oom¬ 
pany intends to develope its own 
eleotric power, besides many other 
sohemes which the company intend 
to carry ont. 


commences on January 1st, when our 

Annual Stock-Taking Sale 

s£ts in. We are determined to clear out ALL our 
present stock of Winter Goods. We want the 
money to re-invest in goods for the Spring, aud if 
you want the goods at the reduced prices this will be 
your opportunity. We are having a }ate winter and 
you will want the goods. This is wh^re you will get 
them at prices far, far below their value. There’s 
nothing like seeing the goods, they will speak vol¬ 
umes more than we can. 


What is considered as the larg¬ 
est real estate deal on record was 
completed recently, when the Duke 
of Bedford’s freehold property in 
‘London, England, changed hands. 
The property covers about nine¬ 
teen acres in the vicinity of Cov¬ 
ent Garden and was sold to H. C. 
Mallaby Deeley, Unionist member 
in the House of Commons, repre 
senting Harrow, Middlesex 

Tbe actual figures of the tran¬ 
saction were withheld, but many 
millions of pounds changed hands 
and the agents who bad the busi¬ 
ness iu hand gave the information 
that the price exceeds by several 
millions the largest snm ever be¬ 
fore paid for a single property. 

Roughly, the estate stretches 
east and west from Kingsway to 
St. Martin’s Lane, near Trafalgar 
Square, and north and sonth from 


The Alberta Gazette gives the 
names of the following gentlemen 
as appointed to provincial Govern¬ 
ment posts : 

Provincial Treasorer—The Hoo. 
Chas. R. Mitchell. 

Minister of Public Works— Hod. 
Chas. Stewart. 

Minister of Municipal Affairs — 
Hon. Wilfred Gariepy. 


At a meeting of the executive 
committee in London, on Wednes¬ 
day, Dec. 17th, the leaders of the 
British postmen decided that no 
drastic action for the redress of 
tbeir grievances should be taken 
until an appeal has been made to 
parliament to reverse the refusal of 
the post-master general to grant 
them the desired increase in wages. 
A metion to have the men take a 
ballot as to whether or not at an 
early date a strike should be de¬ 
clared, was defeated. 


eludes the Royal'Opera, Drury 
,Lane and the Aldwicb. the Strand, 
and the Lyceum Thoatree, several 
hotels, Covent Garden Market, 
Bow Street Police Court, the 
National Sporting Club and a 
number of large printing estab¬ 
lishments . 


ALBERTA 


VULCAN 


The Grand Trunk, C.P.R., and 
the C.N.R. have issued instruct¬ 
ions that the expenses must be 
cut in two in every department, 
and there will be no increase in 
wages. The falling off ifi the 
freight traffic is responsible for the 
new order of things. 


H. A. Woolsey, of the Provincial 
telephone force, was killed near 
Lethbridge by running into a rig 
with his motor-cycle last week. 


4 
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TETLEY’S 

Makes Better Tea *1 jk 
and More of it I &#4 




DODDS ' 

jKIIJNCY 

>/ • PILLS--: 


THE ADVOCATE, VULCAN. AT/BERTA 


8eed Grain and Potatoea 

By instructions of the Hon. Minister 
of Agriculture a distribution of super¬ 
ior sorts of grain aod potatoes will bn 
made during the coming winter and 
spring to Canadian farmers. The sam¬ 
ples for general distribution will con¬ 
sist of spring wheat (6 lbs), white 
oats (1 lbs.), barley (5 lbs.), and field 
peas (B lbs.) " These will bo sent out 
from Ottawa. A distribution of pota¬ 
toes (in 3 lb. samples) will be car¬ 
ried on from several of the experiment¬ 
al farms, the Central Kara at Ottawa 
supplying only the provinces of Ontar 
and Quebec. All samples will bo sent 
free, by mall. 

Applicants must give particulars, in 
regard to the soil on their farms, and 
sonic account of their experience with 
such hinds of grain (or potatoes) as 
.they Uavo grown, so that a promising 
sort for their conditions may bo se¬ 
lected. s- - 

Each application must be separate 
and must be signed by the applicant. 
Only one sample of grain aud one of 
potatoes can be sent to each farm. 
Applications on any kind of printed 
form cannot be accepted. If two or 
more samples are asked for In tho 
same letter only one wilj be sent. - ( 

As the supply of seed la limited, ter¬ 
mers are advised to apply early; hut 
tho applications will not necessarily 
be filled in the exact order in which 
they are received. Preference will 
always be given to the most thought¬ 
ful and explicit requests. Applica¬ 
tions received after the end of January 
will probably be too late. 

All applications for grain (and ap 
plications from the provinces of On¬ 
tario and Quebec for potatoes) should 
be addressed to the Dominion Cereal- 
1st, Central Experimental Farm, Otta¬ 
wa. Such applications require no 
postage. If otherwise addressed de¬ 
lay aud disappointment may occur. 

Applications for potatoes, from farm¬ 
ers In any other province should be 
addressed (postage prepaid) to tlie Su¬ 
perintendent of the nearest branch 
of the Experimental Farm in that pro¬ 
vince. 


8irea and 8ona 

John Clark, aged eighty-two, has 
been placed in charge of the national 
botanio gardens, Washington, a Job 
he declined fourteen years ago. 

Don Carlos Moria Lynch, minister 
of foreign affaire of Chill, has been 
presented with the cross of the Sac¬ 
red Treasure on behalf of the emperor 
of Japan. The honor was conferred 
owing to his servi ces In the approach- 
ment bet wood Ifllk two nations. 

John MacVIckar' the specialist In 
municipal government. Is a native of 
Canada. He served two terms aB 
mayor of Des Moines, where the ‘Dos 
-Moines idea’ originated, and. is now 


Constipation 


-22 CARTRIDGES 

Hn Loaded with Black or Smokeless Powdex 

WT Winchester Cartridges and Winchester Rifles are 
f made in the same factory and tested together.. Hence ^V. (V 
" the best results are always obtained when they are used \\. V\ 
with each other. Moreover, the knowledge obtained in ''vjj 
the manufacture of firearms, gives the Winchester Com- 
panyj an advantage in making cartridges for all kinds of uA 
rifles, as they know their requirements. Winchester .22s, f 1 \ A 
, both black and smokeless, are made in all sizes of this \ Jl 

1 caliber and will surely give the best results in your f 
CV rifle. The smokeless cartridges are loaded with Grease- £ ^ 

fSS. less Bullets, which d<f not soil the hand 3 


Prompt Relief--•Permaaenl Cure 

CARTER’S LITTLE 
LIVER PILLS neve 

fail. Purely veget- 

fMWr 


ihonver. 

Slop alter 
linnet A 
dubeti £ 
:ure indi-^ 


member of the city council a jgj sup¬ 
erintendent. of the depart iA of 
streets and public linprovem<flHl. 

General Carlo Caneva, on whom the 
Australian emperor recently conferred 
a high decoration, commanded the 
first expedition of Italian trbops In 
Tripoli in 1911 anil was tho first gov¬ 
ernor of the new Italian colony on 
the northern codht of Africa. He 
holds tho highest rank In the army 
after the king himself, that of ‘gen¬ 
erate d'esercito.’ 


eye*. Small Pill, Small Dot*. Small P< 
Genuine mu* best Signature 


or clothing. 

ASK .FOR THE W BRAND 


ENGLISH Ui&i LACE 


\ Was He Sack^J 

Though a benevolent old gentleman 
and a kind employer, Mr. Jones de¬ 
cided that, so ter as his offlee-boy, 
Alexander Kaldwin, was concerned, 
tho limit of his patience had been 
reached. 

The hoy must be sacked. 

' He had arrived a quarter of an hour 
late yesterday, ten minutes late the 
day before, and this morning—Mr. 
Jones glanced at the office clock—the 
lad was already twenty minutes over¬ 
due. 

Precisely nine minutes later he en¬ 
tered the office in the quiet, unobtrus¬ 
ive manner of one prepared for trou¬ 
ble. A horrid silence ensued. Then; 

Aud what excuso have you got this 
morning? demanded Mr. Jones in the 
fiercest voice that he could muster. 

The—er—Ice on the pavements, sir! 
stammered Master Alexander. It—er 
—every step I—er—took—I er—slip¬ 
ped back two. 

Mr. Jones glared at the lad. 

Indeed! he remarked with calm de¬ 
liberation. Then pray, how did you 
get here at all? 

Never thought I should sir, replied 
the incorrigible one, suddenly and hap¬ 
pily inspired—that is, till I decided to 
turn back home. 


Minard’s Liniment 'ures Diphtheria. 


Why, Indeed? 

> A certain captain had been lectur¬ 
ing his new recruits at some length 
on ‘The Duties of a Soldier. At last 
he thought the time had come to find 
out Just what he had accomplished. 

Casting his eye over the room, he 
fixed It" on Private Murphy as his first 
victim- Private Murphy, he asked, 
why should a soldier be ready to die 
for his country? 

Tho private scratched his head for 
a white; then an ingratiating smite 
flitted across his face. Sure, captain, 
he said, pleasantly you’re quite right.’ 
Why should he? 


ir tact* war* smtiUS Gold M«d*l *1 
• Ffitival •( Empire Bad 1m per ted 
SaMblOoa, Oyetal PbIac*. 1111. 
STOCK COLLAR* II fate (half) 


HO Fronts, 
iota* Yokes. 

Stocks. 
Float rone. 


Jabots. 


HURT Ftvo o’clock 
DOylaya. 
Ac., and 
•vorythlnf 
that can bo 
«4do la Laco. Yard Lace 


FARMERS 


Can alway* maka aura ef getting tha hlgheat price, for WHEAT, OATS, 
,£ LAX ’ b * •h'PPteo the'r car lots to FORT WILLIAM" AND 
PORT ARTHUR and having them aold on commlaslon b- 

THOMPSON, SONS AND COMPANY 

THE WELL-KNOWN FARMERS' AGENTS 
_ADD;.ES8 70C-703 Y., QRAIN t XCHANGE, WINNIPEG 


Booklet entitled As 
— re se l l Hseu ladas- 

T.” Illustrating over 


James started his third helping of 
pudding with delight. Onco upon a 
time, James, admonished hte mother, 
there was a little boy who ate too 
much pudding and he burst!! 

James considered. There ain’t no 
such thing as too much pudding, he 
decided. 

There must be, contended his moth¬ 
er, else why did the little boy burst? 

James passed his plate for the 
fourth time, saying: Not enough boy! 


THE OLD RELIABLE 

CUNARD LINE 


Thousands of mothers can testify to 
tho virtue of Mother Graves’ Worm 
Extermiuator, because they know from 
experience how uieful It is. 


Mrs. Una 
Armstrong, 
Olnsy, Bucks 
ENGLAND 


CANADA TO EUROPE (direct) 

Carrying One Class Cabin (II) and Third Class 

In tho cnbln (II) passengers have the beat accommodations at Second Class 
rates. Comfort and economy combined. 

8.8. ANDANIA and ALAUNIA 

New 1313—13.400 Tons Each. Nswest Vessels In the Canadian Service. 
MAGNIFICENT APPOINTMENTS 

Lounge, Gymnasium, Drawing Room, Smoking Room, Open and Covered 
Promenades, Spacious Staterooms. 

S.S. ASCANIA and AU80NIA 
10,000 TON8 (New H11) 8,000 TONS (New 1909) 

Tile Cunard Line has long been famous for the comfort and luxury of Its pas¬ 
senger accommodation, and In this, as In othri- respects, the steamers 
In the Canadian service maintain the highest reputation of tho Company 
8PECIAL CHRISTMAS SAILING 

FROM PORTLAND TO LIVERPOOL (VIA QUEENSTOWN) ALAUNIA, 
“ \ DECEMBER 11th 

From Portland to London (via Plymouth), AUSONIA, Dec. 13. 

FORl PARTICULARS OF .THE COMPANY’S SAILINGS AND SERVICES 
FROM MONTREAL, PORTLAND. BOSTON, AND NEW YORK APPLY 
TO ANY RAILROAD OR STEAMSHIP AGENT OR 
THE CUNARD STEAMSHIP CO., LIMITED^-304 Main Street, Winnipeg 

8end for booklet. Mediterranean. Egyptian. Adriatic Cruises_ 


The Mistake of His Life 

Bluffer bounced into the club, jam¬ 
med his liat down on the table with a 
.fierce, resounding bang, aud flung him¬ 
self into an easy chair. 

What’s wrong today, Bluffer? ^ You 
look bad. 

I’ll never forget myself—J.- kicked 
a man out of my house last night! 

Humph! I’ve kicked out many a 
one. Young fellow, X suppose? 

No; past middle age. 

Well, these old codgers have nq busi¬ 
ness coming around courting young 
girls. I would have kicked him out 
myself. 

Y'es; but I have found out slitee that 
this man wasn't courting my daughter. 
He was after my mother-in-law. 


Willte v/as the Patient 

Small of Btatue. pale, anil troubled- 
looking. Willie was Inclined to be the 
butt of his fellow-schoolmates, who 
were teasing and worrying him. Who 
is yer doctor? was a favorite question 
from the bullies. Willie stood It aB 
long as lie could, and then one day he 
let go- hard as the usual offensive 
query was flung at his diminished; 
head. 

I haven’t any doctor at all! remark 
ed the boy, with calm dignity. 

Then do you ever take any medl- 
cipe? was the next question. 

Oh', don't I Willie replied. Father’.; 
a dentist, mother’s s. homeopath, my 
eldest sister's Joined the ambulance 
class, grandma goes mad over every 
new medicine, aud uncle's a vet. Yas, 
he added, with a far-: .vay look In his 
eves, and they all practise on me. 


Going to the blackboard the teacher 
wrote this sentence: The horse and 
the cow was In the stable. 

Now children, she said, there Is 
something wrong with that sentence. 
Who can correct it and tell why It Is 
wrong? 

One small boy waved his hand ex¬ 
citedly and the teacher called upon 
him. 

It’s wrong, he said with Importance. 
It ought to be the cow and the horse 
was In the stable, because ladles al¬ 
ways ought to go first. 


Quality, flavour, and 
perfect cooking, 
combined. 

The maximum 
of nourishment 
and palatabillty. 
Just heat — then serve 
minimum trouble 
and coat. 4 


EDDY’S 


Up to Date 

What are you giving your cows now 
In the way of galactagogues? asked tho 
Irvington professor of tho milkman. 

Oh, said the milkman, who has just 
been graduated from Purdue and is not 
to be stumped by a ly Butler College 
pedagogue, their sustenance is wholly 
of vegetable origin; rich in chlorophyl 
and opulent in batyraceous-'flualities. 

A pint, If you please, said.the pro¬ 
fessor. 

Git up! said the milkman. 


Warts are disfigurements that dis¬ 
appear when treated with Holloway’s 
Corn Cure. 


No other Washboards have the 
zinc crimped by 'ne method pecu¬ 
liar to EDDY’S Washboards. 

This patented process eliminates 
the danger of ' tom linens—the 
abuse of hands—the unpleasantness 
o< nh-day. 

It assures < omfort and economy to 
the greatest degree. Insist on 
EDDY’S. 


No. said the stage manager, you are 
the heroine. You are supposed to 
suffer more than anybody else in the 
play. You must put yourself Into a 
frame of mind which represents grief 
and remorse. 

I know, replied the leading woman. 
I’ll try to iffake myself believe I am 
one - of the people who paid $2 to see 
this play. 


Washboards 


An Artist 

That woman can do anything with 
figures. 

What Is she? a bookkeeper? 

No. She’s a dressmaker. 


ThIrTpion 


r r»t success, CUKES C into NIC WEAKNESS, lost vioob 
VI* KIDNEY. BLADDER. DISEASES. BLOOD POISON, 
FILES. EITHER NO. DRUOOISTS or MAIL Si. PONT 4 CTt 
FOUOERA CO. N. SEEKMANIST. N EW YOKE or LYMAN BROS 

B MtONTO. WRITE FOR Fit IK BOOR TO DR. LB CL BAN 

rd.Co. Uavsestockrd. Hampstead. London, Eno. 

VRY NEW DRAOEE(TASTELESS) FORMOF RASY TO TAM 

THERAPION ks;.5S°oo«. 

BU THAT TRADE MARKED WORD ‘THERAPION* IS OK 
0EIT. OOYT.STAMP Af VISED TO ALL GENUINE PACKET* 


Some men are born £ood; others 
have goodness thrust upon them by 
their wives.. 


Brazil’s White Coal 

Brazil is the richest country today in 
white coal’(water power). The fall 
of the Iguassu o.. the frontier of Ar¬ 
gentina is superior in extent, In height 
and in volume to Niagara. The fall of 
the Iguassu. or the Santa Maria, is fifty- 
meters; that Is seven meters more 
than that of NiAr.ara. Its power has 
been measured at 14 million horse. It 
Is known that tho fall of Sete Queilas, 
on the frontier of Paraguay, has about 
C million horsepower, and the cataract 
of Paulo Affonso, on the 8ao Francisco 
River, composed of several falls, has a 
total level difference of elghty-onc me¬ 
ters and a million horse power. 


There’s less in the garment than In 
the way. It is worn. There was never 
a time when the modest woman, no 
matter what the fashions, did not look 
modest. 


Nawaty 

Asker—What did you give for that 
ear? 

Tellltt—Took It for debt—chap owed 
me a thousand dollars. 

Asker—Ah! Do you stand’ any 
chance of getting the other nine hun¬ 
dred 


Keeping a Secret 

Agnes—Can- you keep a secretin 

Emma—Well, to be frank, dear—no, 
I can’t. 

Agnes—Then I’d better tell you that 
George and I are to be married next 
month. — 

Some men try to console themselves 
with the thought that they could be 
better if they tried. 

The Zulu prince who is paying Ills 
way at Harvard working as a waiter 
has tfio right kind of stuff in him and 
may he a Pullman porter some day. 


Skill .u Labor 

lie walked into tha. employment 
agency wearing a smilo ar I born-tired 
look, as well as a few other things. 

Any vacancies for a man like me? 
he asked, as he arranged himself com¬ 
fortably along the counter. 

* What is your trade or profession? 

My trade - or profession, he repeat¬ 
ed, yawning. l’ri a coronation pro¬ 
gramme seller. 

I See! said the clerk drily. No, we 
have nothing in that line open just 
now. 

I'd take something else if It suited 
me and I thought I could do it proper¬ 
ly, you know! he wont on. making him¬ 
self more comfori-’LIe on tho counter. 

As for instance? 

Well, replied the born-tired, I would 
no# mind calling out tho names of the] 
stations on board an Atlantic liner, or 
something of that sort! 


Hoop skirts are said to bo coming 
back and man mty as well preparr 
to give up his rigijt to the one hook in 
tho clothes closet that has been grant¬ 
ed to him. 


Conceit acts as a pneumatic tire to 
carry a man-smoothly over many » 
rough jolt. 


STANLEY LIOHTFOOT 

PATENT SOLICITOR AND ATTORNEY 
LUMSDCN •LDB.fTySig*) VORONTO. 


There was a school in Babylon..-. 
3,200 years B.C., * ut some people 

think that all the wisdom. In the 
schools was 'developed during the last 
two or three decades. 


There is always a woman in ths 
world about whom some unworldly 
man think's all tho world. 


Political Economy 

Teacher—Now. who can tell me 
what political economy is? 

Mike (embryo Tammany statesman) 
—Gettin the most votes for the least 
.money. f 


Small Urchin (to the owner of the 
horse which ought to have been cat’s 
meat)—Does yer want mo to ’old ’ini, 
guv’nor? 

The Owner—No, thanks. He won’t 
run away. 

Small Urchin—I didn’t mean to hold 
’im fast bo's he won't run away. I 
meant to hold him up so’s he won't 
-drop. 


What has become of the old fasten¬ 
ed man, who washed Ills face -at the 
pump every morning and made so. 
much noise that he could' be beard in 
the next county! ^ 


Sir Ernest Shackleton, the Antarc¬ 
tic explorer, tells some amusing stor¬ 
ies of ids experience as a lecturer. 

On one occasion he wus given a lec¬ 
ture at Leith in Scotland and he had 
paid $25 for the hall and $20 for ad¬ 
vertising. Other. expenses amounted 
to another pound. He drove from Ed¬ 
inburgh to the-hall and instructed his 
cabmen to wait for him. * In the 
buildiug he found an audience consist¬ 
ing of an old, decripid looking man. 


To Mexico once a guy went 
With a note to the great president 
He arrived a week late. 

And he found that the state 
Was run by a different gent. 


Popcorn may Lc all right and ch(eap 
and digestible enough for breakfhst, 
as the agricultural department author¬ 
ities Insist. But suppose a fellow hap- 


She was stout and must have 
weighed nearly 300 pounds. She was 
learning roller skating, when she had 
the misfortune to fall. Several at¬ 
tendants rushed to her side, but wore 
unable to raise her at once. One 
said soothingly: 

We’ll got you up all right, madam. 
Do not be alarmed. 

Oh, I’m not alarmed at all, but ydiir 
floor is so terribly lumpy. 

And then from underneath came a 
small voice which said: I am not a 
lump, I am an attendant. 


Some flue morning you will read lu 
the papers a short item to the effect 
that the Panama canal was opened 
yesterday and is doing a One business. 
That is the Goethals style. 


two men and a couple of women. Anx¬ 
ious to increase the number of his aud¬ 
ience, he went down to the cabman 
and said: I will pay somebody to hold 
the liorso.'and you can coffie up and 
hear the lecture. The man at once 
replied, Oh. no_thank" you, sir. I am 
all right where . am. The lecture 
was, however, given to tho bitter end.' 
Next, day he vas sorrowfully recount¬ 
ing his oxporionces to his wife and 
calculating his losses. Five people 
at a quarter a head' ho was saying, 
make the total receipts $1.23. Ob, 
said his bettor half, you must deduct 
50c. from that. I sent the cook and 
one of tile maids. , 


The person who scolds you loves 
you best. 


MCE certain of com] 
by always using 


I Revenge 

You belie ye In mustard plasters, 
doctor? 

M.D.—Rather! I always order them 
for patients who call me cut in the 
middle of the night when there’s no¬ 
thing the matter with ’em. 


We are supplying Canadian fanners with the highest quality of Portland Cement it ii possible 
for human skill to mike. 

We have reduced the price of Canada Portland Cement until it is within yov ranch far practicaQy 
every purpose. It is the only building material that ia not inaeumg in coat. 


Not Guilty 

A Massaschusetts minis ter was 
making his first visit to Kentucky sev¬ 
eral years ago. lie had to spend the 
night in a small mountain town whore 
fei ’.a and moonshine stills abounded. 
Engaging in conversation with one of 
tho natives, ho said: My friend, this 
is a very bibulous state, I hear. 

Lord! replied the man: there hain’t 
twenty-live Bibles in all Kentucky. 


Small DuugUter ■— It’s most school 
time and I’ve mislaid my geography. 

Cultured Mother—Well, tell me 
what the lesson is about nnd I'll write 
out the answer for you to learn. 

Small Daughter— Tho lakes of 
Africa. 

Cultured Mother—I'm —or—If you’ve 
n.islaid your geography, you careless 
child, you can Just hu. t till you find 


Be sure to ask for Canada 
Cement, in bags. 

Canada Cement Company Limited, Montreal 


60c. a box or six boxes for $2.50, 
at all dealers, or The Dodds Medi¬ 
cine Company, Limited, Toronto. 

Canada. 


His Record- 

Fay The Widow Hathaway's hus¬ 
band didn’t leave Lor much when he 
diod, did he? 

Rny—No, but he left her very often 
•hen ho yvas 


IJ nu have not received a free copy if "What the farmer can d» 'with Cimcrete, ’' write i 
Department and get one. It‘t a complete practical concrete encyclopedia. 


A philosopher Is cne who asks other 
people questions in order that he may 
answer them himself. He Is most 
philosophical when others are unhap¬ 
py 




















THE ADVOCATE. VULCAN. ALBERTA 


DI8EA8ES OF CIV1UZATI0R. 


By Mary Gordon Fraser. 

There’s the cool white drift of dew 
beneath, and overhead, tbo stars 

And the new moon sifting through 
the pines In shimmering silver 
bars; 

There’s the lissome sway of slender 
blreh beyond the dusk of Hr, - 

And the stately cedar, scattering wide 
its wealth of pungent myrrh. , 

There’s the silken sheen of poplar 
leaves against the darkening 
«ky. 

And -a rippling splash where a foam- 
flecked stream goes madly hur¬ 
rying by,— 

There’s a walling silence, dsowsy- 
sweet—and then, from the un¬ 
derbrush. 

The last dear note of his even-song 
from th*r>qlslng throat of a 
thrush. 


■ow Environment In Time Senders ] Laundry Hints Thst Are sf Irtit 
Humanity Immune. ■ Practloal Value In the Homs. , 

Civilisation brings a host of dls-1 no marking of house linen and 
oases In its train. The extremists of elothes Is a duty which should never 
the back-to-nature cry have gone so neglected by tho careful bouse- 
fgr as to declare that civilisation la w i fe . N 0t only does It make ldcntl- 
a disease. But It Is only Jtt»t begin- aieatiom easy, but If performed In tbo 

«u.r u *w r rs£2. 

aim"?man to no*to’be“lvlli*ed, bu< order and thus receiving more than 
to avoid being civilised, though ua- l^r due share of wear and tear, 
lng to the full the opportunitlea that The usual and most satisfactory 
civilization affords. , method Is to do'lt wild marking Ink, 

Perhaps an Illustration may mako either on the material Itself or on a 
this quite clear. Measles Is a defln- grnall piece of tape sewed on It. The 
lte germ disease. It Is widely spread former to preferable, as the mark 
over the earth, but not by any means caQQU ( ^ obliterated, whereas It 1s a 
universally spread; for example, it |Iniple matter for tho ^ t0 be re . 

SUWlMlM. prior to “ nd replaced by another piece 

the comlni of the Spaniards. As a ^Uh some one rise's Initials With cer- 
consequence, when an epldemie of tain arUcles, such as stockings and 
measles strikes an Indian settlement other garments the texture qf which 
the mortality to tremendous and in will not permit of the use of Ink, tape 
some cases an entire village has been must of course be used. V 
swept away, every man, woman and The place where tho mark should 
child perishing from measles. Yet, appear to a matter of Individual taste, 
among the white race, the disease but j a mos t useful In that part which 
has been so prevalent that It ha* be- can be moa t easily seen when tho 
of th ® ° f article to folded snd put nway. For 

with regard” 1U fatal effect. ot 

The white race, therefore, by hav- at th ° Inside of tho top of the leg, 
lng had these diseases for many tablecloths on the under side at tbo 
thousand years has built up an corner, nightdresses at the bottom of 
organism that is almost Immune, or the front opening or at the Inside of 
In other words It has perfected Its the bsck of the collar band, 
resistance to a hostile environment. ArUcles of a similar kind In nse at 
Especially to this true In tho (h* same time should. In addition to 
world of work and thought. Too j be lnlUnls, be marked with numbers 
hard work to one of the diseases of as wel , For i nstanee , in the case of 
civilization. But the very fact of bandkerch | efa tbey shoul( j be marked 

h£d* en- the IniUals of the owner, under 

though working too hard, has en- . . • , ’ _ „ 

abled a man or a woman to endure wWcI > be put numbers 1, 2. 8, 

heavy toll and has developed the * n l ®° on « bhe same with stockings, 
human race to that extent. Eight or nightdresses, serviettes, tablecloths, 
ten hours of continuous toil to a sheets and. In fact, everything that 
race not accustomed to it would kill can bo marked at all. They should 
''It off speedily. The same to true then be placed In the drawer or linen 

about thinking. The Bushman and cupboard, as the case may he, with 

Negritoes, for example, can by no the numbers In consecutive order. If 
means follow a conversation with { bey nre j ben taken out for use In their 
each other for more than two min- rJgbt order and replaced In the same 
utes. and when a white manner after washing, one article will 

their tongue and tries to talk to •.. . .. 

them, at the end of three or four not re ®* ,v ® “ tban ? . faIr 8bar ® °* 

minutes of questioning or attention nse. Thus If handkerchiefs numbered 
in listening they fall to the ground 1 to C had been used and washed, they 
in sheer dizziness and weariness or should be replaced under those num- 
go temporarily mad under the bered 7 to 12, so that they will not 
strain. Yet, under the force of pov- be used again before the latter. Again, 
erty, faithfulness of duty, the desire if tablecloth No. 2 Is to go to the 
for fame or some such motive, men laundry, yon will know that It 1? now 
have worked all their lives 12 and tbe of No 3> and No j w m. Dot 
14 hours a daj without suffering for i brought Into use out of its proper 
_ order. 


WILLIAM SHORT HAS WATCHED 
EDMONTON EXPAND. 


speciality, as the recent theft of a 
I pearl necklace, of which the selling 
1 price was fixed at £160,000, while 
’ la transit between Paris and Lon¬ 
don, goes to prove. In this case a 
package, dispatched by registered 
post, containing the pearls, arrived 
In London on July 16th last wKh 
only neatly-arranged pieces of 
French sugar and some sawdust In 
It. The thief must have extracted 
| the pearls after the parcel containing 
‘ them had been posted In Paris and 
Vho sprightly little dancers In tbo before it was delivered to Mr. Max 
Ittnre are tho Misses Maggie D'Or- Mayer, the corner, at Hatton Warden. 
ISBy and Mnrjorlo Coulen. and they 1 U Probably Hatton Garden has been 
lbs In the big city of London. Re- the scene of more Jewel robberies 

pally, at a bazaar held to raise funds than any other thoroughfare in Lon- 

br the horses and drivers’ aid°? <to ®_ oc ?“ lon .* 

tr. 

f “”™ lrla | n houre in the Garden. When enter- 
* ballet, but there Is onj/ room to , ng the buUd i ng be left within the 

vehicle two large black handbags 
A Sta mn containing Jewelry- Presently a lad 

In the uniform of a messenger walk- 
/J* W' ed up to the cab, and, remarking to 

ta m the driver that hta fare would be 

H gQ Ho. wftsm M I out in a few minutes, entered the 
■ AjBa wKSB O' house. That was the last seen of 

■ 7 him. and the bags were never rccov- 

h/ I ered. The lad had got safely away 

with 100 gold bracelets, 600 gold 
'M fichu brooches, and a few sundry 

articles of Other Jewelry, the whole 
having a market value exceeding 


0ORK FOR CHARITY'S SAKE. 


William Short. K.C., Mayor of Ed¬ 
monton, will bo remembered a very 
long while as the man who, In 1902, 
became for threo x succ essive years 
mayor ot what was then a fur town, 
and In 1912, because he had taken a 
very live bull by the horns and suc¬ 
cessfully got him cornered, was re-- 
elected chief magistrate of a city. In 
the eight years that William Short, 
was a private citizen Edmonton 
changed from a clattering furpost 
Col. MacGregor Will Look Up Long 1 to an eflorglzlng young city of 

.._. ., , . modern ideas and progressive busi- 

Neglected Field. I neM But , t dldn>t Bucceed , n out . 

About thirty-live yegrs ago a party erow ing W. B. Short. He was born 
of prospectors, while exploring the j 0 Eiora, studied law In Ontario, and 
nortM-western slope of the Rocky j n 1894 was admitted to the Alberta 
Mountains In ltrltlsh Columbia, came jj ar —which was then about as ser- 
uporf promismvf- Indications In a se- jous as the bottom bar In a fence-gap. 
eluded valley, hidden in the depths jicre legality never made W. B. 
of^rhat ^as then tho great wilder- short the character he Is to-day. It 
ness beyond tho divide. They had w-as the country and the town. Short 
panned out gold along the Cariboo, j 
and from there had pushed on In the ! 1 1 

hope of finding new fields. They 

were interested for a time In a " ' 

gravel bank on a tributary of tho 
Omineca River, where one hundred GUr 

dollars a day were secured for every CSp-’ 

man working on tho bank. v»,\ 

Pushing on, the party came to the ■K, a 

valley In which they found most Vvg-V 

promising Indications; but the sea- j BpQt 

son was far advanced, the supplies WWW / WM. iMW. 1 

were running short, and the party ■Mf 1 

was-obliged to leave the valley be- \ M V W»/ I 

fore thoroughly testing its , worth. i /Jy/1 

Returning to camp, the men separat- j Wfc 

ed; and of that party, only one mem- 1*/ IIj! 

her Is alive to-day—Colonel Donald 
MacGregor, of Wllliamstown, Glen- 

garry, Ont. He knows the location ' .11 1! 

of the valley where gold was found, 1 J\ | ! 

but which was left unexplored, and J 0A II!,; 

he has now under consideration an / HulU 

expedition to the distant place i JeHRM 

among the still unexplored wilds of \ JhW&jBi 

the western slope of the Rockies. 1 7\ 

Col. MacGregor was In British Miir r 

Columbia in the early days when j — 4-1 

gold mining outranked all other oc- I william j. short. 

cupatlona. and later, when the wealth was always a public cltlsen. He took 
of the forests began to be turned to a keen Interest in the civic and rellf- 
account. Much later, and when the lous and educational affairs. He was 
Klondike was the latest El Dorado, chairman ot the Edmonton School 
be spent ten years in the Yukon, Board In the last few years of thq 
principally at Dawson City, where he 19th century. He wae Clerk ot Ses- 
was chairman of the celebrated Clti- slons or some inch dignitary In the 
zens’ Committee that brought about Presbyterian Church. He was senior 
reform in the government ot the partner of the firm, Sh~rt and Cron, 
famous mining camp. He now long before Charlie Crose dreamed of 
thinks of making one more trip to being Attorney-Goneral ot -Alberta, 
the West, revisiting the valley found He drove a good horse and was a 
many years 'ago, and robbing it of splendid driver. In a day when aftcr- 
the secret of lte hidden wealth. I dinner speakers were supposed to 


GOING BACK FOR GOLD. 


In September, 1894, over £20,000 
■ worth of diamonds were stolen from 
| Mr. Spyzer, of Antwerp. He was 
; standing alone In an office at 70 
; Hatton Garden, when he was sud- 
• denly attacked from behind and 
overpowered by a handkerchief, 
soaked in chloroform, being pressed 
over hto nostrils. When he recover¬ 
ed consciousness he discovered that 
tho bags containing his Jewels wers, 
gone. The thief or thieves left no 
I clue whatever behind them. 

One night In December, 1874, 
", . , Lord and Lady Dudley cjrove up to 

• by American Press Association Haddington Station followed by a 

little ballet DAxcKRS. cab conveying two servants who had 

charge of her ladyship’s Jewel-case. 
How two of them In tho picture. AS The servants alighted from the cab 
Ho photo shows, they are -Tory grace- an d placed the box on the pavement 
HI and pretty, and they won applause -while they paid the driver. When 
Dr their performance. The patrons they turned to pick up the box they 
H tho aid committee devote tho funds found it bad vanished. Although a 
m securing kind treatment for horses reward of £1,000 was offered for any 
md In helping drivers who arc In need information that would lead to the 
ft assistance. The dancing girls aided recovery of the ewefror P^ th ere* 

-. ,, .vi of no trace of them has slope been 

Material y in making the bazaar a sue- d ;; covered . J T 


A Game That Lasts. 

For the man who has once had 
the responsibility of coaching an 
etght-oared crew the task has an at¬ 
traction which can’t be resisted. 
Some one asked me once why it li 
that most college crew coaches make 
good chess players. I knew that the 
person who put the question didn’t 
know much about the rowing game, 
for producing a successful eight- 
oared crew requires an amount of 
thinking which makes chess seem 
like pure recreation In comparison. 
Of course it’s different from a chess 
problem In the fact that opponents 
don’t always start with the same 
strength of forces, but this only adds 
to the fascination of trying to boat 
a winning combination. 


Aid to the Boot Injured. 

Illustrated to a novel shoe brush, or, 
to be more explicit, shoe brushes, 
which do not polish the shoe, but re¬ 
move all the dust and dirt that collect 
in the leather. 

..The shoes are placed In a partition 
between the brushes, and by touching 


f An Adventurous Life. 

That remarkable novelist, Mr. 
Joseph Conrad, who now receives a 
well-deserved pension from the Eng¬ 
lish Civil List, Is a Pole by birth. 
He was born in 1857, his father be¬ 
ing a well-known poet and ’ critic, 
and the proprietor of a review la 
Warsaw. As the elder Conrad was 
an ardent patriot, he came under the 
notice of the Russian Government, 
and was arrested Just before the 
Polish rising of 1861. - Various 
members of the C onra< i family were 
concerned In-, this rising, and tbo 
novelist’s mother was banished to 
Siberia. 

Mr. Joseph Conrad was educated 
In Cracow, and ln- hls youth follow¬ 
ed the sea. His first voyage was 
made on an English trading vessel, 
and In this manner ho acquired a 
knowledge of the English language. 
He stuck to the sea for many years, 
and qualified as a master In 1884, 
becoming at the same time a natur¬ 
alised British subject. About ten 
years later he wrote his first novel, 
“Almayer’s Folly,” and though it did 
not secure many readers, the liter¬ 
ary critics were kind, and Mr. Con¬ 
rad resolved to adopt writings as a 
profession. 

Mr. Conrad writes English with a 
rare sense of style and beauty, so 
that It Is a surprise to many of hli 
admiring readers to learn that he Is 
employing a language which he did 
not acquire until after boyhood * 


London itww. I And In 1902, when he became 

in Western Canada, told a *ood »tory I Mjlyor of Bdmonton> when there waa 

U l e J} ld * au C1 b „ *, h , nothing but a switchback railway on 

about Sir George Reid, the High the flaU and a cable ferry t0 con . 

Commissioner for Australia Ixm- nect Edra0nton t0 the c i TU iEed world,' 
don. Reid, when in active PoUtlca beg i nn j ng at strathcona. Short was 
In Australia, had earned the sobrl- f ar . a i gbted enough to recognize a 
quet, whether, justifiable tST.iSSS.?* very large bull on the edge of the 
• Two-faced George or Double-fac- fleld wh , ch he „ pected t0 tackle some 
ed George." It was a reference to his dlly or Bon , ebody #lB e would. The 
alleged agility to always be on the bul , waa taxation. The thing that 
side of the winners. Addressing a yf 5 short more than any other one 
crowded meeting in Sydney Town waa responsible for inaugurat- 

Hall, during the heat of a political j n g ln tba j par t 0 f the world was a- 
campaign, Sir George waa frequently . f orm of single tax which remains t* 
Interrupted, one man in the front row tbla day ^ a partial leveller in Ed- 
of the first gallery being persistent In monton and ha< been an example it 
hie calls of “Two-faced George.” neid *v_ 

stood it for a little while, and then 
turned upon his tormentor. “I no¬ 
tice,” he said, pointing to the gallery. 


How Much Sleep Do We Need? 

How much sleep Is necessary for 
a man? .The question was raised 
centuries ago by Montaigne. “Phlsl- 
tians,” he wrote, "may consider 
whether sleep be so necessarle thst 
our life must needs depend on it, for 
we finde that «Perseus, King ot 
Macedon, prisoner at Rome, being 
kept from sleep, was made to die; 
but Pllnle alegeth that some have, 
lived a long time without any sleep 
at all. And Herodotus reporteth 
there are nations where men sleep 
and wake by halfe years. And those 
that write the life of Epimenldas the 
wise affirm that he slept the contin¬ 
ual space of seven and fifty years.” 


They Called Him Vanns. 

It to curious how Inconsistent are 
the prejudices of people In regard to 
the use of heathen names. Mr. Payn, 
In bis "Gleams of Memory,” tells an 1 
amusing story of Dean Burgon, wb* 
objected to the name of the goddeea! 
of beauty, but found no fault with] 
that of the god of the woode. 

An infant was brought to thW 
churcl) for christening, and the nama 
proposed for It was Vanus. “Vanus?” 
repeated the dean. “I suppose yon 
mean Venus. Do you Imagine I am 1 
.going to call a Christian child by that] 
game, and least of all a male child?” 

The father ot (he Infant urged that 
lie only wished to name It after his] 
grandfather. “Your grandfather I”; 
cried the dean. “I don't believe lt.i 
Where Is your grandfather?” He was 
produced—a poor old soul of eighty! 
or so, bent double ar.d certainly nol| 
looking In the least like the goddess 
In question. “Do you’ mean to toll, 
me, sir, that any clergyman ever 
christened you ‘Vanus,’ as you call, 
It?” 

“Well, no, sir. I was christens# 
Sylvanus, but they, always calls me< 
•Vanus’.” 


"that a gentleman has frequently in¬ 
terrupted jne and called me ‘two-fac- 
edkGeorge.’ Will he permit mo to aek 
him a question?” “Certainly I will,” 
replied the man. Reid thereupon re¬ 
marked: ft !Mpy I ask if the gentleman 
In the gaHery has two faces?’’ “Not 
on your tin type,” same tho quick 
reply. “1 might have, known that,” 
Reid shot back, “otherwise you would 
have left that face at home.” The 
cheers and-laughter wnlch followed 
lasted fully five minutes, during 
which the Interrupter made a quiet 
departure from the building. 


KOVEL SD9E CRUSH. 

a lever the wheels nro set In motion 
and the brushes rcvolvo quickly, re¬ 
moving the soil of a day's wear In th« 
process. 

Where there n?c many men In th« 
household this contrivance, which 1* 
not expensive, would bo a great eon- 
venicnce. 


A Balancing Trick, 

Get a piece of wood six Indies la 
cnglb and about half nn Inch In thick- 
less and near one end of It thrust In 
Ae blades of two knives In such a' 
Manner that one of them Inclines to 
me side and the second to the other. 

■ the other end of tho wood Is then 
ffaccd on the tip of (he forefinger It 
Pill keep Itself perfectly upright wlth- 
wt fulling, nnd even If it Is Inclined to 
me side It will Instantly recover Its 
mrpendleular position, being In reality | 
mpt In equipoise by the knives. 


A Costly Bean. 

The vanilla bean is said to he the 
costliest bean on earth. It’s home is 
in Mexico, chiefly in Papantla and 
Mlsantla. It grows wild gnd ia gath¬ 
ered solely by natives. Just as they 
come from the wilderness of forests 
the beans sell at |10 per 1,000. After 
they are dried and cured they are 
worth from 810 to $11 per pound, 
according to their quality. They aro 
used extensively by druggists and 
confectioners and form quite an im¬ 
portant Mexican product. 


Painful Experience. 

“After I had written ‘The Wake pt- 
the Sun’ I sold It for $250,” writ** 
Mr. Morley Roberts In “The Private 
Life of Henry Maitland." "When this 
bargain was finally struck Mr. Jones 
Brown said to me, ‘Now, Mr. R., as 
the business is all done, would you 
mind telling me quite frankly to what 
extent this book of yours Is true?’ I 
replied, ‘It Is as true In every detail 
as It can possibly be.’ ‘Then you 
meant to say,’ he asked, ‘that you ac¬ 
tually did starve as you relate?’ I 
■aid, ‘Certainly I did, and might havs 
made It a deal blacker If I had chos¬ 
en!' He fell Into a momentary reve¬ 
rie and, shaking hto head, murmur¬ 
ed, ’Ah, hunger i* a dreadful thing— 
I once went without dinner myself!’ " 


Umbrella Cases. 

Because In many hoarding schools 
the girls sharing a room also havo to 
6hnro a closet It Is the wise thing to 
hove n plainly marked umbrella case 
which can lie hung on a hook behind 
one or more garments. This case, large 
enough to hold several umbrellas, la 
made of heavy dark denim, bound at 
the long edges, at the short closed end 
and at the wide mouth with thick 
worsted braid and on both fiat side* 
plainly marked in white tape with tho 
Initials of the owner. Much of the 
trouble whirl) arises among girls room¬ 
ing, together ot hoarding schools grows 
out of misunderstandings with regard 
to appropriating Ollier’s small bo- 
longlngs. but the student who arrives 
armed with one of these eases clearly 
Indicates to her companion that she 
regards her umbrellas as her own prop 
erty. 


Wives snd Kiddies Coming. 

It speaks well for Ontario, that of 
the new arrivals from Great Britain 
and Europe fully 50 per cent, are 
wives atid children coming to join the 
husband and father, who came ahead 
and “made good.” The number of 
newcomers is also swelled by the ar¬ 
rival of brothers; sisters, and relatives 
of those who rime before. Then, 
again, the young Immigrant, finding 
conditions better than those in the 
old land, does not forget friends at 
home, and a series of encouraging let¬ 
ters arc often followed by friends 
coming out to Join them here. 

The two classes which the Govern¬ 
ment is striving to obtain are the 
agricultural workers and domestics. 
The artisan class, which all too fre¬ 
quently but serves to swell the ranks 
of the unemployed In the cities, Is not 
encouraged by the authorities, and, 
although It Is charged (hat some of 
the transportation companies seek to 
Induce such to migrate to Ontario, 
the nercentage Is kept as low as pos¬ 
sible 


Historical Questions. 

Who was the anthor of ’tHall C<k 
■mbla?” Joseph nopkinson. 

Of whom was It wrohgly said. “He 
mold not be kicked into a fightV” 
Presldojit Madison. 

WhcPwas the “Hero of New Or' 
•ana?" Andrew Jackson. 

Who said. '“I'll try. sir?” Colonel 
Hiller at Lundy's Lane. * 

Who said “A littlo more gTape, Cap- 
Mdn Bragg?” General Taylor. 


Woman's Reason. 

Women have more of what Is term¬ 
ed good sense than men. They can¬ 
not reason wrong, for they do not 
reason at all. They have fewer pre¬ 
tensions, are less Implicated in theo¬ 
ries and judge of objects more from 
their Immediate and involuntary' im¬ 
pression on the mind, and therefore 
more truly and naturally.—Ilazlitt. 

V "Ajrer*ge'Length of Life. 

Four hundred years ago the aver¬ 
age length of human life wkj between 
eighteen and twenty years. One hun¬ 
dred years ago the average human 
life was less thun thirty years. The 
average human life to-day reaches 
nearly forty years. This shows what 
medical science has done for human 
life. 


s Historic Home For Sale. 

Plaa Newydd, the home of that ec- 
aqntric couple, "The Ladles of Llang¬ 
ollen,” has been offered for sale. Its 
first sals occurred In 1832, and from 
the style of the announcement It 
would appear that the auctioneer— 
one Mr. George Robbins—was an as¬ 
pirant to literary fame. “Upon the 
freehold.” wrote tho excellent Rob¬ 
bins, “Is a considerable quantity ol 
valuable timber which overhangs ■ 
deep and hofiow glen. In Its entan¬ 
gled bottom, a frothing brook leaps 
and clamors o er the rough stones 
In Its channel towards the vale of 
Llangollen.” 


Ideal Length For Sermon. 

What Is the Ideal length for a seiM 
mod? The question Is raised br 
Dean Hole In bis “Memories.” Br 
the way of Illustration, he tells ai 
story of a sheriff’s chaplain wlio bad; 
once asked a Judge what was th* 
proper length of a sermon. “Well,' 
twenty minutes,” was the answer. 1 
•‘with a leaning to the side of. 
mercy.” That Is good advice—and. 1 
by the way, it is advice Which Queen: 
Victoria would have heartily ap-j 
proved. In 1867 the Queen present¬ 
ed a pulpit glass ta the Chspelj 
Royal, Savoy, and It wae timed for 
exactly eighteen minute*. There wad 
do mistaking the hint. If you want4 
ed to please the Queen you stopped! 
preaching at eighteen minutes. 


Game of Guess. 

One player gives the first letter of 
lumetblng In the room; the others In 
Brn guess what the next letter Is, and 
■» on. 


Choosirt' 8'det. 

Jhoosln' sides for baseball Is a bully way 

fe find out whet fellows think about your 
Play. 

Mar If yeu’re a muffer, when for rr.es 
they call. 

fea’re the last one taken. If you're took 1 
at all. * 

Bach side has a captain, an' they choose 
you know, 

Maa snys, “I'll tak« Reddy;” other, “m 
taka Joe;” 

4 want Tommy Jackson.” "Gimme Sam¬ 
my Kllna’’- 

■e they keep a-chooaln' till each get • 
nine 

teat time wa waa playin’ Dllly Brown was 
one 

If the fallows ohooaln’—bt's our cham¬ 
pion; 

ta' while 1 was wonderin’ who his ebolea 
would be , , 

4 heard him a-sayin' that ha wanted na 1 
—J’Mledalphla Ledger. ! 


Pract.cal Dyeing. 

Where there nro ninny ehildren In 
the family It Is economy to do consid¬ 
erable dyeing. Many a faded muslin 
cap be made to appear In n fresh color. 
Light evening frocks can be dyed s 
darker shade and servo for school 01 
afternoon wear. Romeqilier to dye at 
the same time any extra pieces of ma¬ 
terial to serve for altering or pnlrh- 
lng. ns It Is almost impossible to 
mnteh a dyed material. 

White or cream colored ribbon or 
Bowers may lie given a beautiful 
shrimp pink shade by dipping In wntoi 
Into which red Ink liss been- dropped 
Ordinarily liquid wash bluing used ia 
the same way will tint fauthera, wings, 
ate., a pretty pal* blus 


Self Composed. 

She—He to a person of .perfect 
ease and possession and is thorough¬ 
ly at home anywhere. 

He—Yes; he even has the/fsculty 
of making you feel a total stranger 
in your own house.—Londpn Tlt- 
Blts. 


Generous Artists. 

One sometimes hears that an art¬ 
ist has actually sold a picture, but 
seldom of an artist buying a picture, 
and more seldom still of eighteen 
artists subscribing to buy a picture 
by aholher artist,-yot^thls has actusl-J 
ly happened in Toronto>v. 

The other day elghtcetk 1 Toronto 
artists decided that (he \ork of 
A. Y. Jackson was so good that it 
was imper<vtiv3 that Mr. Jackajon be 
represented in tbe National Ark Gal¬ 
lery at Ottawa, and to cnsure\Mr. 
Jackson this honor they co-operkted 
and bought one of his sketches for 
the purpose of presenting It te\ the 
Nstlenal Gallery , \ 


An Erratic Echo. 

The late Sir John Leng had travel¬ 
ed in most quarters of the globe. On 
one occasl-Bi when visiting Spain bo 
was asked at a certain spot by a trav¬ 
eling companion to test the powers of 
what was declared to be a wonderful 
echo. Sir John, slowly and deliberate¬ 
ly, In rounded tones uttered the 
words “Dun-dee Ad-ver-tto-er,” the 
name of the paper be owned. "Dun¬ 
dee Courier and Argus," the name of 
the opposition paper, came back as 
1 the echo! Sir John's friends hod 
| glared ala a trick. ' 


tang Distance Power. 

The greatest long-distance power, 
transmission In Southern Asia is la, 
the native State ef Mysore, pew- 


Keep Busy. 

The busy man is troubled 
but ono devil, the idle man 
thousand.—Spanish Proverb. 


Pride. 

The danger of prido Is thst It 
■huts the door to real greatness com¬ 
ing la.—Frederick Lynch. 








LINES ARE SUPREME 


VULCAN ADVOCATE. WEDNESDAY. DECEMBER 31. 101S 


Premier Borden and Finance 1 
Minister White delivered most iin-} 
portant addresses at Montreal re- 


On December 19ib, the United 
States 8male, by u vote of 54 to 
84, passed the onrreucy reform bill, 
proposing a revision of the tinan 


jcently in which both speakers re _ 

j ferred to the tact that Canada had oiaUystem of the United Slates. 

and the creation of regional reserve 
banks, to not as establishing ele- 
th- bulking and financial 
Although* wide difference 

; __ & tin* 

fasst-d by the Senate 

_ ^ ...Jl 

smie months ago, they have been 
ntaasure by 
'The adoption 
bill, known as 

RVL.. . . . _J __ ... . hI on the for-, 

\ 1 so far as is humanly possible, He i mal defeat by 44 to 41 of the Hitoli- 1 

j added a word more as to liis faith i cook bill, which had beeu endorsed 

- -—- -T in the Canadian people to live up j hy Senator Hitchcock and the five 

ito their Opportunities and respon- ■ Republican members of the evenly i 
j sibilities as one of the great nations j divided Senate ooaimiitee that J 

All Orrlprn PprfMVe within the British Empire family, i passed by the legislation. A oen 

Mr. Borden went on to speak with j iral bank bill, offered by 3e iaior 

emphasis and pride of .Canada’s Burton as a substitute, had been 
position in the empire and of “that I previously rejected by the 8 mate. 
_ , flag, which, I am glad to say, all I , n . , ,, . ... . 

Prompt Attention. - j C*™****™ 1 dlLLTeXween °the SmmtJ 


passed through the financial strin 
gency in a courageous ^tyay. Can¬ 
ada has now passed the crisis and ments in 

by spring time business throughout '•world. ___ 

the Dominion will be bouyant and exists between the form 

stable. i legislation j._'' .'__ 

Premier Borden also expressed and ibe bill which p.ssedHbe house 
his sympathy with the idea-of de¬ 
mocracy which was developing on , Hiljuste.l m a "gre 
both sides of the Atlantic and ip \ Democratic leader!: 

Australia, the idea of giving to all:of the administratis 


GRAIN TANKS 


OLD STYLE *885 00 
CABINET DROP HEAD $45.00 
The New Williams Sewing Machine is known through¬ 
out the dominion as one of the best in construction and 
durability. „ 

In buying this machine you do not pay a fancy price 
for a widely advertised ‘name’, but get the best upvalue 
for your money. 

We will be pleased to have you call and examine these 
machines. 


The noted G 9 JOLD, 
SHAPLEY & MUIR 
• Double-Gear WIND¬ 
MILLS. The bestXin 
the land. ' 


‘Gray’ and ‘Brantford’ 
Buggies and Democrats 

.. UNDERTAKING .. 


Wo are looking after the interests 
of Jack Tompson, the Auc'ioneer. 


Vulcan, Alta 


VULCAN ALTA 


' Spring Wheat, No. 1.. 

No. 2.. 

No. 3.. 

No. 4.. 

No, 5.. 

' No. 6.. 

Fi rd.. 

Oats, No. 2 C.W. 

’ Extra No. 1 Feed 

” No. 1 Feed. 

Harley, Ex. No 3. 

Harley, No. 3. 

" No. 4. 

Feed . 

Flax, No. 1, N.W. 

” No. 2. C.W. 

- No. 3, C.W. 

Eggs. 

Hutter. 

Butter, trade. 

Chicken. 

Fowi.. 

Cattle, live . . 

Veal, live ... 

Cowe. 

Hogg.... 

Dressed Hogs... 

Ducks—. 

Turkeys .. 

Geese. 


No. IX 

What s the Reason ? 


Vulcan 

Best Equipped Hctel ou 
the Line. » 

Excellent Table. 

Every Attention Given. 


It is reported that a collection 
was made af the public shooHClares- 
holm) recently, to procure presents 

r_a.i_ _ a.i-~ ; ..a ..a _i 


11 >, v ,,resome farms worth more 
jfiPiSfc' 1 .»X > than others? Why is one horse 

t forth more than another? And 
~i'hy ore the Ontario Wind En- 
^ gine & Pump Co.'s wind-mills 
and engines better than all 
others? , . 

Yon knav the at rits in farms and horses, and l know 
the tn •ri-’x in win 1-tnills ant engines. ~~That's the - reason 
Ontario Wind Engine tV Pilmp Co.'s lines. 


for the teachers on thej staff, and 
especially for one who is leaving at 
the end of this term. This is as it 
should be, and helps to teach the 
children that the work of teachers 
on their behalf is worthy of appre¬ 
ciation and that appreciation should 
be shown 


December 2lst is commonly 
supposed to be tbs shortest day of 
the your. Though you learned in 
school about this, the idea is er¬ 
roneous, accord ng to weather 


in some tangible form. 
But it is also reported that the $30 
or more collected was sent to an 
out of town mail order firm for the 
purchase !of jewelry, the last thing 
that should be purchased without 
personal inspection. 

The lesson taught to pupils by 
sending to outside firms is one of 
the worst lessons if the future pros¬ 
perity of Claresholm is worth con¬ 
sidering. The necklaces or rings 
or whatever form these presents 
were to take, should have been 
purchased at home. Jewelry can 


| GUY WALKER, Vulcan. | 


Meals Servul at all Honrs. 

A 

Ice Cream, Cigars, Tobaccos, Soft 
Drink*, C indies, Fruit. , 

yrCCAf, ALTA. 


Just — 

Received 


Eight of these days form some¬ 
thing of a freak, for seven of them 
are all together, then there is a | 
break of one day on wh ch the ' 
sunshine hours are lengthened by 
one minute, and the eighth day 
comes next The seven days that 
are all in a row arc the 18th to the 
24th inclusive; tbe eighth day is 
the 26th. 

Ano 1 her curious fact is that for 
eleven days the days are shorten¬ 
ing only at one end, that being at 
sunrise The snn sets at the game 
lime on each of these days. This 
happens from the 6th to the 16th 
inclusive. During these days 
there are two days—the 15th and 
16th—on which the sun rises at 
the same time and selB at the 
same time. 


V ULCAN LODGE No.74, A .F * A.R1 
G. R. A. Regular meeting on the 
Tuesday on or before the full moon. 
Lodge of instruction two weeks before 
regular meeting. Visiting brothers 
welcome. 

D. H. GALBRAITH, W. M. 
— VV. A. HOWES, SW’KETARY. 


®lfp GUjurrljea 


money, besides the risk attends 
upon buying a pig in a poke, 
Claresholm Review. r 


I O.O.F., SAMARITAN LODGE 
• No. 01, Vulcan, Albketa. 

Lodge meets every Wednesday, at 8.30 
p. m. Visiting broth-rs welcome. - 
E. M. CLARK. N. G. 

O. M. W RICHER, Skokktauy. 


A Further Consignment of the Famous 
‘Arnold’ Automatic Dampers. 


The Medicine Hat Board of 
Trade is taking active measures 
with a viev£jK> getting all similar 
organizations as well as munici¬ 
pal councils of this province to 
send in a protest to the federal 
government against the proposed 
exportation of natural gas from 
this province to Saskatchewan and 
Manitoba the resolution which has 
been drafted, one of some strength, 
is to be forwarded to these bodies 
for their endorsation, and then sent 
to the governments. 

The Medicine Hat city council 
' on December 19th decided to grant 
' concessions to Mr. A. J. Alcogk, 

! allowing him to bore for oil on 
, leases which are held by the city. 

I He will commence boring on the 
I south side of the Saskatchewan 
t river in the near future. 


F. A. Elver Clerk of Seesion; P. If. Ir¬ 
ving, Clerk of Managers; Mr. R. W. Glov 
er. Pianist. 

Sunday School and Bible Class 2.30 
p.m., and Evening Service at 7.30 p.m. 

Ladies Aid meets last Thursday of 
each month. Mrs. L). K. Allan, Presi¬ 
dent; Mrs. F. A Elves, Secretary; Mrs 
D. C. Jones, Treas. ft 


Tea Pots, Coffee Pots, Kettles, Sauce 
Pans, etc. A little better than the rest 
at a lower price. 


Reoently, representatives of the 
Dom Council of Agriculture waited 
upon Premier Borden and the cabi¬ 
net, and presented a memorial pen- 
dooming tbe existing proteotioDist 
system, advooating a sweeping re 
‘vision of the tariff. 

The memorial, which was pre¬ 
sented by Hoderiok Mackenzie, 
secretary of tbe Mauitoba Grain 
Growers, had as a supplement a 
number of resolutions bearing upon 
questions of varying importance to 
the agricultural community. Al¬ 
though the memorial presented in 
1910 suggested drastio alterations, 
the present one is regarded as far 
more sweeping and far reaching. 
The ohief demands of the agricul¬ 
tural representatives include free 
food, free agricultural implements, 
free lumber, free oement, free meat 
and free flour, an inorease of 50 per 
icent. in the British preference to¬ 
wards ultimate free trade relations 
! with Great Britain, and the reoi- 
| procity proposals as offered in 1911. 
Their expression of loyalty towards 
Great Britain received support in 
the resolution urging that Great 
Britain is granted ail the trade con¬ 
cessions, enjoyed by other coun¬ 
tries, from Canada, 

The deputation made a state 
meot to the effect that reciprocity 
with the United States should be 
aooepted by Canada, aa it is still on 
tbe statute book of tbe United 
States. As,- however, many food 


What is the first case arising 
out of a collision between aero 
planes, came before Sir Rufus 
Isaacs, chief justice, and a special I 
jury at London, recently. 

Pashley Brothers were the plain¬ 
tiffs, who sued the Bristol Aero¬ 
plane company and their pilot, 
Crawford Kerhmann, for damages. 
Tbe defendants made a counter 
claim 

The collision occurred at Brook 
lands, Eric Pashley, on a Somner 
biplane colliding with Kehrman, 
on a Bristol machine There was 
a ground fog at the time. Both 
pilots appeared in the witness box 
on crutches, but denied most ear¬ 
nestly that iheir injuries were due 
to flying, aniLPnShtgy said that he 
had been run over by a motor 
cycle, while Kehrman sworo that 
ho was injured playing football 
The chief justice remarked that 
they seemed safer in tho air than 
on the earth. The jury awarded 
the plaintiffs $615 and costs. 


Vulcan 


That magistrate at Clyde, Alta., 
who imposed a sentence under the 
new criminal code upon a man 
named Jerome, who deserted his 
wife and family last May, leaving 
only a 22 rifle, a few cartridges, 
and telling his wife that she must 
provide for herself and his children, 
should help to put a stop to what is 
becoming an all too common habit 
with some men. The sentence was 
one yean-in jail in addition to a fine 
of $500. 

Mr. Horne-Payne will require 
to make a great many speeches 
such aS delivered in London re¬ 
cently to offset the foolish and ill- 
considered attacks on Canadian 
municipalities last summer. 


aot. which would place the respousi- 
bility of killing stock upon the rail¬ 
ways, and it was pointed out that 
at present the onus of proof df the 
killing was upon the farmer. An¬ 
other matter of importance which 
was dealt with was'tbe case of dis¬ 
putes between' farmers and oom - 
mission agents-and elevators, and 
it was resolved that the Govern¬ 
ment should appoint a general util¬ 
ity agent whose task it wonld be to 
adjust these disputes. 


products were not placed on the I 
free list, and there was only a 
slight reduction proposed in agri 
cultural implements, and oement 
was not on the free list, the depu¬ 
tation urged that these be added to 
the psot as supplementary condi¬ 
tions, and all food products not so 
dealt with in the reciprocity pact, 
should be plaoed on the free list. 

Tbe deputation declared itself as 
opposed to tbe patting into effect 
of sample markets^nntil snob time 
as all terminal elevators have been 
taken over by the Government. 
They were gratified at tbe bnildiog 
of the Port Arthur terminal, and 
expressed a hope that in the future 
all termiaals would be taken out of 
private bands. 

An alteration was also asked for 
in regard to the present railway 


Hanking capital is said to be the 
most conservative force iD the 
world, which may or may not be 
true: it is said also to be always 
for peace, which is by no means 
true. No war could be waged in 
modern times without the assist¬ 
ance ofjbankers. The war between 
Tnrkey and tbe Balkan States was 
financed by bankers. The com¬ 
batants pledged theii credit in the 
money-centres of Europe, on short¬ 
term notes, and proonred in that 
way the funds with which to pro¬ 
secute tbe war. Tnrkey got most 
of her money from tbe Frenph. 
Tbe Frenoh bankers hold Turkish 
ootes up to hundreds of millions 
of franos, whioh is a floating debt, 
and will in due time be converted 
into bonds whioh the bankers will 
place with investors at a profit — 
Everybody’s Magazine. 


The farm lands of Nebraska in¬ 
creased 231.8 per cent, in value 
between 1900 and 1910. The same 
process of development is going on 
in Alberta at the present time, and 
as we have stated at frequent inter¬ 
vals the increase will be much 
greater in Alberta during the decade 


It is against the law for the C.N. 
R. to sell out to the C.P.R. This 
statement was made by Sir Donald 
Mann, in reply to a rumor that 
there was a move on the part of 
the C.P.R. to take over the Cana¬ 
dian Northern. 


On December 16th, the Panama 
Canal became opened from end to 
end. Dredges have removed from 
theCucnracha slide sufficient to 
allow tho passage of medium sized 
boats. 












































